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Can you see what dangers are lurking 
in your multi-lane design? 

You already know your scope is inadequate for detecting low-probability events, but did you know 
that a single-channel BER tester isn't enough to find errors caused by crosstalk? 

How are you testing crosstalk susceptibility? 

Our parallel channel BERT provides multiple aggressors with a phase Delay Sweep feature that independently sweeps 
the aggressor's transitions over one, two, or four Ul. Each aggressor is swept at a different rate. This creates the perfect 
storm - the guaranteed worst-case timing conditions that ensure you are thoroughly testing your DUT's susceptibility 
to crosstalk. 

Don't risk missing a design flaw. Load all channels. Sweep your aggressors. 




Affordability without compromise 




SEE FOR YOURSELF: 

www.centellax.com/next_gen 




RATED #1 

On-Time Delivery 



A GCId Ratecl numl3er one ' Distributor Reputation - "Provides on-time delivery" by North American electronic engineers in the UBM/EE Times 2011 Distributor Customer Preference Study (June 2011). 
|NSsft"sTd«s Digi-Key is an authorized distributor for all supplier partners. New products added daily. © 2011 Digi-Key Corporation, 701 Brooks Ave. South, Thief River Falls, MN 56701, USA 
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Faster. 



The Newest Products for Your Newest Designs® 



SJ to Watch Video 



Authorized distributor for the most advanced 
semiconductors and electronic components. 

Get What's Next. Right now at mouser.com. 
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DSOs: The banner specs tell 
only part of the story 

To make an intelligent choice of a scope, you must 
know its banner specs— bandwidth, sampling rate, 
T and memory depth. Before you sign a purchase order, 
though, you'd be wise to find out much more. 

by Dan Strassberg, Contributing Technical Editor 



EDN 

contents 

9.8.11 




COVER: DAVID NICASTRO/PENCIL IMAGE: ISTOCKPHOTO.COM 



Chip-and-package 
co-design relieves pressure 
on complex designs 

2 Co-design accomplishes more 
with less by performing more design 
tasks in a shorter design cycle. 

by Darvin Edwards, Texas Instruments 

Designing reliable capacitive 
touch interfaces 

4 Understand how to enhance 
Othe hardware and software reliability 
of this increasingly popular user interface 
for appliances and instruments. 

by Sachin Gupta, Prakhar Goyal, 
and Kurian Polachan, 
Cypress Semiconductor Corp 
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IDEAS 



Polynomial rotation accelerates CRC calculations 
Simple circuit measures optocoupler's response time 
Circuit provides visual verification of IR pulses 
An LED's intrinsic capacitance works in a 650-mV LRC circuit 
Send your Design Ideas to edndesignideas@ubm.com. 
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Delivering Real Power 



Compact, Powerful CCM PFC from 75Wto 4kW+ 



PFC Control ICs 



m 

IR1152 



IR1153 



IR1155 



Fixed 66KHz switching frequency with brownout protection 
and dual OVP protection 



Fixed 22KHz switching frequency with brownout protection 
and programmable OVP protection 



Programmable switching frequency and programmable OVP protection 



600 V PFC IGBTs for High Power Systems 



Part Numbe 



IRGB20B60PD1 



««■* V CEM (max) 
(A) (V) 



IRGP20B60PD 



IRGP35B60PD 



IRGP50B60PD1 



IRG4(B/IB)C20W 



IRG4(B/IB/P)C30W 



IRG4(B/P)C40W 



IRG4PC50W 



IRGP4069 



IRGP4063 



IRGP4066 



Co-Pack 



Discrete 



22 



22 



35 



45 



6.5 



12 



20 



27 



35 



48 



90 



2.35 



2.35 



2.15 



2.35 



2.6 



2.7 



2.5 



2.3 



1.85 



2.14 



2.1 



TO-220AB 



T0-247AC 



T0-247AC 



T0-247AC 



TO-220AB; TO-220 FullPak 



TO-220AB; TO-220 FullPak; T0-247AC 



T0-262; TO-220AB; T0-247AC 



T0-247AC 



T0-247AC 



T0-247AC 



T0-247AC 



The uPFC family of controller ICs radically alters 
traditional thinking about PFC solutions. The 
IR115x uses a "One-Cycle Control integrator with 
reset" technique to deliver the high performance 
of Continuous Conduction Mode (CCM) PFC 
with the simplicity and low component count of 
Discontinuous Current Mode (DCM). 

Features 

• Small, easy, powerful solution 

• Fast time to market 



1 Enables compliance with energy 
standards (1 W, Blue Angel, Energy Star) 

■ No AC line voltage sense required 

' 0.999 power factor 



1 Switching frequency of 22kHz, 66kHz or 
programmable value available 

' Average current mode control 

' Cycle by cycle peak current limit 
system protection 



for more information call 1.800.981.8699 or visit us at www.irf.com 
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Scope, spectrum-analyzer 


Bridgelux plans to bring 


combination provides 


economies of GaN-on-Si 


time-correlated signals 


to HB LEDs in 24 months 


Orca shows a full dual-mode 


Watch out for well-made— 


Bluetooth core in CMOS 


but counterfeit— chips 



Synchronous, forward- 
converter chip set provides 
active clamp, deters 
transformer saturation 



New architecture promises 
better battery 

Source code for (jC/OS-lll 
is now available 



True-green laser module 
targets use in smartphone 
picoprojectors 
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EDN online: Join the conversation; Content; Engineering Community 
EDN.comment: Engineering the next generation 



Inside Nanotechnology: Semiconductors develop 
an EUV ecosystem 



Supply Chain: Tool is in the works to standardize conflict-minerals 
tracking; Indian semiconductor consumption to grow 15.5% 



Product Roundup: Switches and relays; Enclosures 



Tales from the Cube: Coffee-break mistake 
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•Over 2500 Std. 
DC-DC Converters 
•Surface Mount 
•From 2V to 
m 10,000 VDC Output 
W •1-300 Watt Modules 
I • Isolated/Regulated/ 
r Programmable Models 

Available 
•Military Upgrades Available 
'Custom Models, 
Consult Factory 





PICO 



for FREE PICO Catalog 
Call toll free 800-431-1064 
in NY call 914-738-1400 
Fax 914-738-8225 



Electronics, Inc. 

143 Sparks Ave. Pelham, N.Y. 10803 

E Mail: info@picoelectronics.com 
www.picoelectronics.com 




When the innovators at KUKA decided to create the foundation for the automation of tomorrow, they decided 
to work with Wind River. Building upon the proven reliability and breakthrough performance of ourVxWorks and 
multi-core platforms, the KUKA team developed their revolutionary KR C4 controller — a safer, more powerful, 
more flexible system that allows all integrated controllers to share a common database and infrastructure. And 
by working with Wind River, they did it all ahead of schedule, under budget, and with far less risk. 



WIND RIVER 

Please visit http://www.windriver.com/customers to learn more 

about how Wind River customers have transformed their devices. START HERE. 
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JOIN THE CONVERSATION 

Comments, thoughts, and opinions shared by EDN's community 



JM^ In response to Paul Rako's Prying Eyes tear-down, "The 
f~ ^ Tektronix 1101 oscilloscope-probe power supply," at 
http://bit.ly/noHonC, David Lockman commented: 

"To paraphrase Santayana, those who cannot learn from 
history are doomed to repeat it. This is an opportunity to learn how to 
solve design problems, and perhaps save yourself a little time and effort 
when you are called upon to solve a similar problem. " 



In response to "iFixit tears down a smart meter to evaluate 
electro-smog," posted in Margery Conner's PowerSource 
blog at http://bit.ly/EDN_ElectroSmog, Davidiode 
commented: 

"/ love this stuff. These tear-downs are fascinating. Now and historically 
the scientific/technical have always been held hostage by myths and 
fuzzy thinking, worried about what they don't understand. The Al Gores 
of the world always get more traction than the Bob Peases. " 

r In response to "Front-end, back-end, and the places in 

between," posted in Ron Wilson's Practical Chip Design blog 
Jo^L at http://bit.ly/EDN_FrontBack, William Ketel commented: 

^^^^ "Ron certainly makes an accurate assessment of the problem. 
I offer here a suggestion which many will scream at as heresy, since 
it would reduce the options for "product differentiation, " and all the 
marketing wonks will throw up. But how about holding the hardware 
constant and just changing the software? One large designed die, and 
more creative code? Saving a few million on a new hardware spin should 
be an option worth something, especially if the production yields are 
already high and stable. Just a suggestion. " 

EDN invites all of its readers to constructively and creatively comment 
on our content. You'll find the opportunity to do so at the bottom of each 
article and blog post. To review current comment threads on EDN.com 
visit this page: http://bit.ly/EDN_Talkback. 

#> ENGINEERING COMMUNITY 

|_k Opportunities to get involved and show your smarts 

In EDN's Tales From The Cube, engineers relate their most vexing 
design challenges— and how they conquered them. What's your Tale? 
Tell us about a memorable experience you've had successfully solving 
an engineering problem at work or in your spare time, and you could 
win a Tektronix scope! Visit this page for contest information 
http://bit.ly/Tales_EDN. 
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CONTENT 

Can't-miss content on EDN.com 



THE CHEMICAL OUTFIT-_*rf^ 




THE PORTER CHEMICAL COMPANY 

HAGEflSTOWN-MAPYLAND.U.S.A, 



WHEN KIDS REALLY 
HAD FUN WITH SCIENCE 

Were you a kid who almost blew up 
the garage or nearly burned down 
the house on your way to becoming 
an engineer? EDN's Paul Rako 
wonders if today's supersafe, mom- 
approved science and tech toys for 
kids hinder learning by taking the 
fun out of experimenting. He and 
Analog Devices fellow Barrie Gilbert 
also share some of their dangerous 
but fun experiments from childhood 
in this blog post. Check it out and 
share your own memories in the 
post's comment field. 

http://bit.ly/nEVdvl 






TALB 

from the 

CUBE 
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E D N . C O M M E N T 




BY SUZANNE DEFFREE, MANAGING EDITOR, ONLINE 



Engineering the next generation 

The US Department of Commerce in July released a report 
on STEM (science/technology/engineering/mathematics) 
employment that stated some interesting facts (Reference 
1). For example, the department projects that STEM occu- 
pations will grow by 17% from 2008 to 2018, compared with 
9.8% growth for non-STEM occupations. STEM workers 
also command higher wages, earning 26% more than their non-STEM 
counterparts, and STEM -degree holders enjoy higher earnings, regardless 
of whether they work in STEM or non-STEM occupations. 

All of these points are valuable when 
it comes to US competitiveness, indi- 
vidual earning power, and maintaining 
employment in what has in recent years 
proved to be a less-than-reliable career 
environment. It was the last point, how- 
ever, that made me take notice of this 
report. Based on that point, EDN ran 
a blog post in August that started some 
good conversations on how to encourage 
kids toward STEM study and on the next 
generation of engineers. 

One of those conversations was with 
Aaron Goldstein (photo), an Arizona 
State University senior. Some lucky 
company will surely snatch him up when 
he receives his bachelor's degree next 
May. Goldstein's story starts like that of 
many other engineers: He played with 
Legos as a child, he liked to tinker, and 
he had a dad who sparked a curiosity in 
him to ask "why" and supported him 
along his way to a STEM education. His 
father even pointed out the blog post 
to him. 

Goldstein is growing up to be a 
leader. In addition to interning with 
the National Aeronautics and Space 
Administration and aerospace com- 
panies, he rallied his fellow classmates 
and professors to start ASU's Sun Devil 
Satellite Laboratory. Through this group, 




he and a handful of fellow ambitious stu- 
dents started out to build a functioning 
satellite. They have contacted NASA 
and are now waiting for a launch date, 
with expectations for early 2013. 

Goldstein spent his college years 
on real- world projects and gained real- 
world experience while networking with 
real engineers, not simply practicing 
theory and academics. He speaks highly 
of his school but recognizes that what is 
taught at many universities is not engi- 
neering; it is science and mathematics 
on paper. Real-world application of a 
STEM education and what it means to 
be an engineer once that degree is in 
hand are more valuable than the degree 
itself in many ways, and the only way 
to get that experience is by working 



with other more experienced engineers. 

Note that the headline on this edito- 
rial is not "Engineering: the next genera- 
tion," which with the colon would gram- 
matically mean that we were discussing 
the incoming work force of young, less- 
experienced engineers. The headline, 
instead, uses "engineering" as a verb. 
We have to build the next generation 
of STEM professionals. These are the 
people who will one day sit where you 
sit, face the design challenges that you 
face, and innovate in ways and fields 
that we may not even imagine yet — but 
they won't get there without your help. 

Understanding that, EDN and its sis- 
ter publications will be hosting a meeting 
at ESC (Embedded Systems Conference) 
Boston in late September. We're looking 
for the slide-rule crowd of experienced 
engineers who would like to connect 
with the next generation, spending an 
hour or so offering real- world experienc- 
es and histories. Perhaps you'll choose 
to work for the long term with these 
kids — maybe become a mentor to some 
of them; that's up to you. 

If you are new to engineering, so new 
that you've never touched a slide rule, 
we welcome you to come and pick the 
brains of those who have. There's a lot of 
knowledge for engineers to pass on from 
decades of hands-on work that you won't 
get in a textbook. 

This networking event will be the 
first of many efforts we will make to help 
engineer the next generation. You'll find 
details on the meeting in the original 
STEM salary blog that started this proj- 
ect (http://bit.ly/STEM_EDN). Also, be 
sure to sign up for ESC, the East Coast's 
leading embedded-systems event (http:// 
bit.lv/ESC_EDN). Connect with your 
peers and spend a few minutes engineer- 
ing the next generation. EDN 

REFERENCE 

9 Langdon, David; George McKittrick; 
David Beede; Beethika Khan; and Mark 
Doms, "STEM: Good Jobs Now and for 
the Future," US Department of Com- 
merce, Economics and Statistics Admin- 
istration, July 201 1 , http://bit.ly/ojvdjE. 

Contact me at suzanne.deffree@ubm.com. 
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Our team will make the difference for your business. 

With 42 years of success behind us, we're building upon our proven experience to implement new 
ways of doing business and introducing unprecedented strategies for hitting your goals. 
We are injecting a new level of commitment and an elevated sense of urgency 
to perform better than ever for your business today. 

Call us today and experience the difference. 
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Q Series 

Proven. Flexible. Diverse. 

Integral ground/power plane rated up to 9.5 amps. 
Q Strip® - The industry standard for low profile board stacking on 0,5mm, 0,635mm and 0,8mm pitch. 
Q Rate®- Smaller footprints and lower profile right angle without sacrificing performance. 
Q2™ - Rugged contact system provides increased contact wipe. 
Elevated, right angle, edge mount, power and shielding options. 
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Over 800 styles in stock and more options 

than any manufacturer in North America 
• 

Available in diameters 

from .008" (.20mm) to .250" (6.35mm) 
• 

Receptacles feature a 4 or 6 finger beryllium copper 

contact to ensure integrity of connection 
• 

Suitable for applications subject to high amounts of 

vibration and shock or for use in harsh environments 
• 

Don't see what you need? 
Rapid prototyping and custom designs are our specialty. 
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Choose a bench-top SMU that's 
clearly more efficient. 
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he superior GUI on the new Agilent 
bench-top source measurement unit 
(SMU) is the first in the industry to display 
your measurement results graphically. It 
also provides best-in-class output range 
and source/measurement resolution. 
For the testing speed and efficiency you 
need to deliver smart technologies to 
market faster, the choice is clear. 



That's thinking ahead. That's Agilent. 



Agilent B2900A 


Series 


Precision SMU 




Max output 


210 V, 3.03 A (DC)/ 


range 


10.5 A (Pulsed) 


Min resolution 


10 fA / 




100 nV 


Front panel GUI 


4 viewing modes 




on 4.3" color LCD 




Learn how to make more efficient measurements by 
viewing a demo video or downloading application notes at: 

www.agilent.com/find/AgilentSMU 



© 2011 Agilent Technologies, Inc. 



u.s. 1-800-829-4444 Canada 1-877-894-4414 



Agilent Technologies 
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INNOVATIONS & INNOVATORS 



Scope, spectrum-analyzer combination 
provides time-correlated signals 



To address its belief that more than 60% 
of oscilloscope users also use a spec- 
trum analyzer to troubleshoot embed- 
ded-system designs with integrated wire- 
less functionality, Tektronix Inc has developed 
the MDO (mixed-domain oscilloscope). The 
MDO4000 enables work in both the time and 
the frequency domain to capture time-corre- 
lated analog, digital, and RF signals for a com- 
plete system view. 

With the MDO4000, the RF-input frequency 
range extends to 6 GHz and provides a cap- 
ture bandwidth of >1 GHz at all center fre- 
quencies, 1 00 times wider than that of typical 
spectrum analyzers. Users can see up to four 
decoded serial buses, parallel buses, or both 
at one time on the same display. The time 
correlation between domains enables accu- 
rate timing measurements for understanding 
delays and latencies between command and 
control events in a design and changes in the 
RF spectrum. 

The MDO4000 also allows designers to 
view the RF spectrum of a signal at any time 
within a long acquisition to see how the spec- 
trum changes over time or with device state. 
RF time-domain traces show how the ampli- 
tude, frequency, or phase of the RF input sig- 
nal changes relative to time, which eases the 
characterization of frequency-hop transitions, 
settling times, and RF event timing relative to 
other system components and activities. 

In addition to the standard RF power-level 
trigger, an optional module, MD04TRIG, allows 
additional trigger types to use the RF power 
level as a source, enabling customers to fur- 
ther isolate an RF event of interest. Users can 
trigger on a specific pulse width, look for a 
time-out event or runt, or even include the RF 



input in a logic pattern defined along with the 
analog and digital channels. 

"It fundamentally changes what's involved 
in debugging designs with RF where there is 
a need to correlate events in the frequency 
domain with the time-domain phenomena that 
caused them," says Roy Siegel, general man- 
ager, oscilloscopes, at Tektronix. "Just as the 
MSO [mixed-signal oscilloscope] is the stan- 
dard for embedded-design test, we expect the 
MDO will become the new standard for designs 
that increasingly include RF capabilities." 

The MDO4000 enables debugging inte- 
gration of common wireless modules below 
6 GHz-WLAN, Bluetooth, and Zigbee, for 
example; debugging of common "homegrown" 
amplitude-, frequency-, or phase-modulated 
wireless communications; and wideband analy- 
sis of dual-band transceivers. US suggested list 
prices start at $19,900. -by Colin Holland 

Tektronix, www.tek.com. 



ESTALKBACK 
"Isn't it amazing 
how the folks in 
purchasing know 
so much more 
about parts than 
engineers know, 
and how they can 
improve a design 
by using cheaper 
parts?" 

—Engineer William Ketel, in EDN's 
Talkback section, at http://bit. 
ly/qTlyrh. Add your comments. 




The MDO4000 
mixed-domain 
oscilloscope en- 
ables work in both 
the time and the 
frequency domain 
to capture time- 
correlated analog, 
digital, and RF sig- 
nals for a complete 
system view. 
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Orca shows a full dual-mode Bluetooth core in CMOS 



The market trajectory of 
Bluetooth shows the 
value of perseverance. 
From a premature launch 
resulting in something remark- 
ably similar to abject failure, 
Bluetooth became the unques- 
tioned standard for people 
who wanted to wear a low- 
gain microwave oven next to 
their skulls; recharge the thing 
every night; and frequently say 
"Sorry, what was that?" 

From such humble suc- 
cess, the standard has gone 
on to become a plausible 
$75 replacement for a meter 
of six-conductor cable. And 
with the addition of the EDR 
(extended-data-rate) and low- 
energy modes, Bluetooth could 
become, almost by default, a 
major factor in all sorts of near- 
field communications, includ- 
ing the machine-to-machine 
kind. 

As Bluetooth spreads into 
applications requiring signifi- 
cant levels of integration, it 
begins to present a problem for 
SOC (system -on -chip) design- 
ers. A Bluetooth transceiver is a 
relatively sophisticated 2.4-GHz 
spread-spectrum radio — not 
the sort of thing you license at 
RTL (register-transfer level) and 
hand off to a subcontractor to 
synthesize and integrate. Only 
a few complete Bluetooth-radio 
cores are on the market. Most 
of the IP (intellectual property) 
out there is in the form of build- 



ing blocks for design teams 
who know their way around 
the inside of a digital radio. 

This situation makes IP 
developer Orca Systems' 
recent announcement intrigu- 
ing. The company has released 
a complete, turnkey Bluetooth 
radio— both the RF transceiver 
and the modem — supporting 
the original, EDR, and low- 
energy modes. Supporting 
all three modes in a compact 
core necessarily means reus- 
ing most of the blocks in the 
signal paths. 

That necessity in turn means 
that power management must 
exploit every opportunity the 
standard affords for clock gat- 
ing; otherwise, the low-energy 
mode would consume about 
the same power as the original 
mode. Even so, the design may 
not be as energy-efficient as a 
low-energy-only core. For an 
SOC that must work in multi- 
ple modes, however, some sav- 
ings are better than none. 

The block is tiny: 2.7 mm 2 
in Fujitsu's (www.fujitsu.com) 
90-nm CMOS, including both 
the transceiver and the modem. 
Better yet, unlike most RF- 
CMOS designs that are nearly 
process-specific, it should 
scale well into finer geometries. 
Orca delivers the core as a sin- 
gle hard macro, including both 
transceiver and modem. 

All of these features are pos- 
sible, according to Joe Thome, 



SOrca has 
so far 
produced the 
block in 130- 
90- and 65-nm 
geometries, and 
it has scaled as 
predicted. 

Orca's vice president for busi- 
ness development, because of 
the digital-radio technology that 
makes up Orca's crown jewels. 
The company's foundation is 
a digital open-loop frequency 
synthesizer that provides suffi- 
cient spectral purity for a Blue- 
tooth transmitter but with low 
frequency-shift latency because 
of the open-loop architecture. 
Basically, it doesn't have to 
search and lock the way a PLL 
(phase-locked loop) does; it 
simply generates whatever 
frequency you program it to 
generate. 

Orca designers directly 
modulate the synthesizer at 
the Bluetooth 1600-Hz hop 
rate, providing a fully digital 
signal source. Going a step 
further, Orca has developed a 
digital power amplifier to drive 
the antenna. This move is not 
unprecedented: Class D ampli- 
fiers at 2.4 GHz have appeared 
in the literature, notably from 
the University of California- 
Berkeley (www.berkeley.edu) 



DILBERT By Scott Adams 



CAN YOU PUT THE 
PX<3 SYSTEM ON 
THE R3 NETWORK? 




YES. 




BUT JUST TO BE 
CLEAR, WHAT AN 
ENGINEER CAN DO IS 
RARELY WHAT HE 
SHOULD DO. 




WHAT 
SHOULD 

YOU DO? 




APPARENTLY, 
YOUR JOB. 




at the 2008 Custom Integrated 
Circuits Conference. But it is 
hard to find any reference to 
a similar commercial product. 

The designers did not stop 
there. Orca has also devel- 
oped a mostly digital receiver 
chain. The design starts with a 
conventional analog low-noise 
amplifier, but, instead of analog 
filtering and mixing, the Orca 
design directly samples the RF, 
turning the continuous-time 
radio signal into a very-high-fre- 
quency sampled-data stream. 
The core does the filtering and 
mixing functions in the sam- 
pled-data domain, apparently 
somehow using digital circuitry 
to do so, and then passes the 
output to an ADC for use by the 
baseband processor. 

These approaches provide 
several advantages for SOC 
designers, Thome says. The 
first is the size of the core. With- 
out large matched RF transis- 
tors and passive components, 
the design is small. It is also 
scalable. The low-noise amp is 
a true analog device; otherwise, 
however, the radio area should 
scale almost like a purely digi- 
tal block. Orca has so far pro- 
duced the block in 130-, 90-, 
and 65-nm geometries, and 
it has scaled as predicted, 
Thome adds. 

The DSP-RF architecture 
uses fewer inductors than 
would a conventional design. 
All of this digital talk suggests 
a standard digital process. A 
white paper from Fujitsu, which 
appears to describe the devel- 
opment of Orca's sample chip, 
says that the team used Fujit- 
su's 90-nm, low-power RF 
CMOS, with a special RF pro- 
cess-design kit. The core, the 
prototype IC, and an evaluation 
board are now available. 

— by Ron Wilson 

Orca Systems, 
www. orcasystems . com . 
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More engineers choose 
ADI data converters over the 
next 8 suppliers combined. 




Leading Converter Innovations 

■O AD9467: 16-Bit, 250 MSPS, IF Sampling ADC 

Provides outstanding SFDR performance over wide 
bandwidths; multiple on-chip functions and 
adjustability features for ease of use. 

£> AD5624R: Quad, 12-Bit SPI/?a/?oDAC® 

Offers 12-bit accuracy (1 LSB INL) and on-chip 
1 .25 V or 2.5 V 5 ppm/°C reference, all in a 1 0-lead 
MSOP and 3 mm x 3 mm 1 0-lead LFCSP. 

<3 AD7626: 16-Bit, 10 MSPS PulSAR® ADC 

Delivers an unequaled combination of effective 
resolution and speed, without compromising ac or 
dc performance, while reducing size and power. 

O AD9122: Dual, 16-bit, 1200 MSPS, 
TxDAC+® Transmit DAC 

Enables multicarrier generation up to the Nyquist 
frequency and includes features optimized for direct 
conversion transmit applications. 



H1W£jT, m Circuits 

the [Lab™ 

BffiKjffBIl Lower your design risk and speed time to market 
Pnfc^Ha testec ' reference circuits. Use a 

L2J L 77i itK qr reader on your smartphone to watch video. 



More products. More performance. 
More design support. More education. 

With so many complex design problems relying on data 
converters to define system performance, and so many data 
converter suppliers to choose from, you might think it's 
remarkable that so many engineers agree on their choice: 
Analog Devices. As the world's #1 data converter supplier, 
ADI is your source for 1 500+ converter products, all thoroughly 
and conservatively specified, and backed with more tools, 
training, and design support than any other supplier — by far. 
See why more engineers turn to ADI for answers to their 
toughest challenges. Explore products, customer stories, and 
design resources at www.analog.com/ConverterLeader. 



2010 Worldwide Data Converter 
Market Share 




Source: Databeans, Inc. 
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Synchronous, forward-converter 
chip set provides active clamp, 
deters transformer saturation 



Mi 



I any dc/dc converters 
use transformers for 
I isolation, potentially 
causing a problem: Following 
large, sudden changes in out- 
put load or input voltage, the 
loop closure may be too slow 
to prevent transformer satu- 
ration and resultant converter 
failure. To overcome this prob- 
lem, Linear Technology Corp 
has introduced a pair of ICs 
that together implement a syn- 
chronous, forward-converter 
function with active-clamp reset 
and a flux-limiting capability to 
prevent such saturation under 
all conditions. 

The direct-flux-limit LTC3765 
primary-side intelligent IC 
works with the companion 
LTC3766 to create a self-start- 
ing, isolated, forward-converter 
topology. This type of forward- 
converter design suits use in 
12, 24, and 48V nominal-input 



J 



If 



f 1 ! 




The LTC3765 and LTC3766 ICs together implement a synchro- 
nous, forward-converter function with active-clamp reset and a 
flux-limiting capability to prevent saturation under all conditions. 



voltages that are common in 
telecom, data communications, 
and industrial applications. 

After start-up, the LTC3765 
receives timing signals and bias 
power from the secondary-side 
LTC3766 controller through a 
tiny pulse transformer. Sec- 
ondary-side control puts the 
intelligence close to the load, 



ensuring reliable control of the 
output voltage and current, pro- 
viding fast transient response 
and eliminating the need for an 
optocoupler for isolation. 

The LTC3765/LTC3766 
contains control circuitry to 
implement an active-clamp 
transformer-reset technique, 
enabling efficiencies as high 



as 96% and greater power 
densities than those of con- 
ventional catch-winding or 
resonant-reset techniques. 
The design allows for adjust- 
able delays for the high-current 
gate drivers for the main switch, 
the active-clamp switch, and 
the synchronous switches to 
achieve maximum efficiency. 
Other features include a fast 
and accurate average-current 
limit, fixed-frequency adjustable 
operation from 75 to 500 kHz, 
clean start-up into prebiased 
loads, multiphase operation for 
high-power designs, overtem- 
perature protection, and true 
remote-output-voltage sense. 

The LTC3765 is available in 
a thermally enhanced MSOP- 
1 6 package, and prices start 
at $1 .55 (1000). The LTC3766 
is available in 4x5-mm QFN-28 
and SSOP-28 packages, and 
prices start at $2.60 (1000). 

— by Bill Schweber 

Linear Technology 
Corp, www.linear.com/ 
product/LTC3765 and 
www.linear.com/product/ 
LTC3766. 



True-green laser module targets 
use in smartphone picoprojectors 



Finnish start-up EpiCrystals Inc has 
announced what it claims is the 
smallest and most efficient green- 
light source for picoprojectors. EpiCrys- 
tals hopes that RGB (red/green/blue) laser 
technology will revolutionize smartphones, 
enabling them to project photos, video 
presentations, and movies on almost any 
surface with high-definition-level quality 
and resolution. 

The EpiCrystals device uses frequency 
doubling to emit green light. According 
to Tomi Jouhti, vice president of busi- 
ness development, the laser comprises a 
GaAs (gallium-arsenide)-based, 1064-nm 
infrared laser chip and a PPLN (periodi- 
cally poled lithium-nibate)-waveguide-type 
nonlinear crystal. The chip integrates a 45° 
folding mirror and lens, which the company 



SThe laser has 
a spectrum 
width of 0.5 to 1 
nm to reduce 
speckle, more than 60 
mW of optical output 
power, and greater- 
than-1 00-MHz 
modulation speed. 

builds at the wafer level, for efficient cou- 
pling. The emitted light is a bright, 532-nm 
color, which falls in the "true-green" spec- 
tral range of 51 5 to 535 nm. 

The laser operates in passively 
Q-switched mode using simple construc- 




The EpiCrystals true- 
green laser module has 
a bright, true-green color. 



tion and a three-contact laser 
and uses wideband QPM (qua- 
siphase matching) and wideband 
SBG (surface Bragg grating) in the crys- 
tal, which locks the central frequency of 
the infrared laser. The laser also has a 
spectrum width of 0.5 to 1 nm to reduce 
speckle, has more than 60 mW of optical 
output power, and offers greater-than-1 00- 
MHz modulation speed. The T056 module 
has a volume of approximately 0.2 cc and 
is compatible with MEMS (microelectrome- 
chanical-system), LCOS (liquid-crystal-on- 
silicon), and DLP (digital-light-processing) 
equipment. The green-laser module will 
be available in the first quarter of next 
year for $45 (10,000). 

— by Margery Conner 
EpiCrystals, www.epicrystals.com. 
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100+ NEW CLOCK GENERATORS 

AND BUFFERS 



LOW POWER, SMALL FOOTPRINT DEVICES FOR COST-SENSITIVE APPLICATIONS 




Silicon Labs' broad portfolio of industry-leading clock generators, 
XOs, VCXOs, jitter attenuating clocks and clock buffers sets a new 
standard for flexibility, performance and lead times. 

• Most frequency flexible tinning solutions in the industry; ideal for multi- 
rate applications 

• Available in industry-standard, drop-in compatible packages 

• Based on patented DSPLL® and MultiSynth technologies, these lowjitter 
products improve system performance, reduce BOM, minimize board 
space and simplify system design 

• Helps reduce electromagnetic interference (EMI) and radio frequency 
interference (RFI) with a wide range of signal integrity adjustments 
such as rise/fall times, output impedance, drive strength and spread 
spectrum clocking 

• All custom devices are available without NRE fees in <2-week lead times 



PRODUCT LINE 


WIRELESS 

INFRA- 
STRUCTURE 


OTN 


COMMS 


BROADCAST 
VIDEO 


EMBEDDED 


SERVERS 


CONSUMER 


Jitter Attenuating 
Clocks 


• 


• 




• 








Differential Clocks 


• 


• 




• 








LVCMOS Clocks 














• 


PCI Express Clocks 








• 






• 


x86 Embedded 
Clocks 














• 


Clock Buffers 


• 


• 




• 








Oscillators 


• 


• 




• 






• 



DIFFERENTIAL CLOCK GENERATORS 

• Generates any frequency on any output up to 
710 MHz with Low phase jitter (<1 ps RMS) 

• Any format on any output: LVPECL, 
LVDS, HCSL, CMOS, HSTL, SSTL 

LVCMOS CLOCK GENERATORS 

• Factory customized and l 2 C programmable 

• Generates multiple frequencies with equivalent 
frequency synthesis capability of up to 8 PLLs 

PCI EXPRESS GEN 1/2/3 CLOCKS 

• Up to 9 HCSL and up to 6 LVCMOS outputs 

• Fully integrated terminator resistors on 
each output 

• 35% lower power than competing solutions 

EMBEDDED x86 CLOCKS 

• Extensive family of Intel-compliant x86 clocks 
for embedded computing, communications, 
enterprise & industrial applications 

EMI REDUCTION CLOCKS 

• Spread percent from to 5.0% 

• Down or center spread options 

• Spread modulation frequency 16 - 128 kHz 

FANOUT & ZERO DELAY CLOCK BUFFERS 

• Low power (2.7 mA typ), small size 10-TDFN 
(1.4 mm x 2.0 mm x 0.75 mm), very low phase 
noise (-168 dBcia 1 MHz) 




Find the perfect part for your application 
at www.silabs.com/parametric-search 



©2011 Silicon Laboratories Inc. ALL rights reserved. 

*Requires QR code reader; downLoad at reader.kaywa.com. Data charges may appLy. 
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Bridgelux plans to bring economies 
of GaN-on-Si to HB LEDs in 24 months 



Bridgelux Inc recently 
announced its suc- 
cess in demonstrating 
GaN (gallium-nitride)-on-Si 
(silicon)-wafer LEDs with per- 
formance levels comparable 
to state-of-the-art GaN-on- 
sapphire or GaN-on-SiC (sili- 
con-carbide)-based HB (high- 
brightness) LEDs. Cool-white 
LEDs show efficiencies as high 
as 160 lumens/W at a CCT 
(correlated color temperature) 
of 4350K, and warm-white 
LEDs deliver 1 25 lumens/W at 
a color temperature of 2940K 
and a CRI (color-rendering 
index) of 80. These numbers 
represent results of lab dem- 
onstrations at pulsed currents. 
The company claims that the 
lumen-per-watt values are 
the highest yet for GaN-on-Si 
LEDs. 

Basing LEDs on less-expen- 
sive 8-in. silicon wafers will 



enable significant price drops 
in LEDs that will ultimately 
ripple through to the price of 



LED-based light bulbs. A ther- 
mal mismatch between GaN 
and Si can cause the epitaxial 




Bridgelux has demonstrated GaN-on-Si HB LEDs with perform- 
ance comparable with that of LEDs employing SiC or ion- 
sapphire wafers, an advance that can ultimately result in lower- 
priced LED bulbs. 



films to crack or the wafers to 
bow during or after manufac- 
turing. The company claims, 
however, that its proprietary 
buffer-layer process produces 
crack-free, flat wafers. Bridge- 
lux plans to deliver GaN-on- 
Si devices to the commercial 
market within 24 months. 

"Roughly speaking, LED 
chips [the emitter itself, 
unpackaged] cost about 25 
cents/chip," says Brad Bulling- 
ton, vice president of strategy 
at Bridgelux. "Over the next 24 
months, . . . this technology will 
give us a path to sub 1 cents 
on launch [in 2013] and the 
mid- to low single digits there- 
after." Bullington adds that the 
major barrier to adoption of 
LED lighting is its upfront cost 
and that this technology move 
will bring $5 billion to $7 billion 
in additional revenue to LED 
lighting in the 2013 to 2015 
time frame. 

— by Margery Conner 

Bridgelux, 
www.bridgelux.com. 



Watch out for well-made— but counterfeit— chips 



An eye-opening blog post reveals logic-analyzer de- 
veloper Saleae's experience with counterfeit parts 
(Re ). Saleae co-founder Joe Garrison first 

became aware that his company had a problem with 
counterfeits when an unusually large number of 
boards started failing the functional test. Garrison no- 
ticed that the USB (Universal Serial Bus) chip was run- 
ning hot— not just on the failures but also on the good 
boards. Because the company uses Asia as a source 
for these boards, Garrison immediately wondered 
whether they were counterfeits. Aren't counterfeit 
parts always duds, though? 

"There was little or no information online about this 
part, but I did uncover some random snippet that said 
the part was flagged for possible counterfeit activ- 
ity just two months prior— not a good sign," Garrison 
says. 

Searching further, he learned that a huge number 
of counterfeit parts are so-called reclaimed parts. To 
"reclaim" these parts, counterfeiters strip discarded 
electronics of any high-value components and then 
resell them as new in fake packaging. This process 



involves cleaning and relabeling the parts— in some 
cases with new part or batch numbers. "Apparently, 
this [behavior] is a staggeringly large illicit business," 
Garrison explains (Reference 2). 

The parts may be from similar functional parts or 
may be different. Saleae verifies that the USB chip 
was a reclaimed instance of an ancient version of a 
part. The report also says that nonfranchised distribu- 
tors are supplying almost all of the parts. Buyer 
beware.— by Margery Conner 

Saleae, www.saleae.com. 

REFERENCES 

1 Garrison, Joe, "Counterfeit parts are a big head- 
ache," Joe Garrison 2011 Web Edition, Aug 11, 
2011, http://bit.ly/pw32HE. 

2 Hughitt, Brian, "Counterfeit Electronic 
Parts," Trilateral Safety and Mission Assurance 
Conference, National Aeronautics and Space 
Administration/European Space Agency/ 
Japan Aerospace Exploration Agency, April 2008, 
http://1 .usa.gov/nDQSCo. 
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Solutions for windpower systems 

Energy-efficient components for high system reliability 





The Infineon product portfolio provides components for the highest energy 
efficiency in windmill power converter and pitch control solutions. 

Our Power Modules with newest 1200V/1700V trench fieldstop IGBT4 and Emitter 
Controlled diode chip technology offer best in class power density solutions in 
conjunction with extended lifetime. The modules feature low on state losses, 
optimized soft switching behavior and a wide operation temperature range up 
to i50°C maximum junction operation temperature. The newly introduced stack 
assembly ModSTACK™ HD leads to more than 50% higher power density at same 
footprint. 



The following benefits are provided to our customers: 

■ Extended module utilization by i50°C maximum junction operation temperature 

■ Highest power density 

■ Supreme power cycling and thermal cycling capability 



DC to AC 
IGBT Inverter 




www.infineon.com/highpower 
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New architecture promises better battery 



A change in architecture is prom- 
ising to close the gap between 
semiconductor technology and 
battery technology, which has traditionally 
lagged behind semiconductors due to its 
dependence on unchangeable chemical 
reactions. Instead of storing charge in a 
main battery— then doling it out to indi- 
vidual devices on demand— a new breed 
of hybrid capacitor/battery is storing just 
enough energy for an adjacent device for 
its exclusive use. loxus Inc claims to be 
solving the battery problem by defining a 
new distributed-energy architecture. 

Users are employing the company's 
hybrid ultracapacitors for all types of appli- 
cations that were challenging for tradi- 
tional battery architectures, according to 
Chad Hall, co-founder and vice president 
of loxus. The device satisfies the needs 
of short-term or backup power, without 
the problems of traditional batteries, he 
claims. 

Applications for the technology range 
from simple to complex. For instance, it 
allows users to charge a simple flashlight 
in just 20 seconds using a hybrid ultra- 
capacitor; the flashlight can then con- 
tinue to operate for as long as two hours, 
according to Hall. A complex regenera- 
tive-braking system on an automobile can 
instead use a hybrid ultracapacitor that 
charges whenever you brake and stop. It 
then simply restarts the car when you hit 
the gas pedal— eliminating all the pollution 
that stop-and-start traffic causes. 

Automotive applications allow designers 



to economically distribute hybrid capaci- 
tors around a vehicle, storing short- 
term energy as necessary for powering 
LEDs, onboard computers, power win- 
dows, power door locks, and security 
systems. In the event of a total failure— or 
even removal— of the main car battery, all 
hybrid-ultracapacitor-powered systems 
still work, loxus estimates that electric 
vehicles using distributed hybrid ultraca- 
pacitors rather than a centralized battery 
can cut 20 to 30 lbs from their weight. 

A few other manufacturers claim 
to have developed similar hybrid ultra- 
capacitors. For instance, Evans Capacitor 
Co (www.evanscap.com) has a higher- 
voltage, lower-energy hybrid capacitor, but 
it is more akin to an ultracapacitor alone 
than loxus' hybrid ultracapacitors. And JM 
Energy Corp (www.jmenergy.co.jp) offers 
a lithium-ion capacitor that is more like a 
lithium-ion battery than loxus' hybrid ultra- 
capacitor. loxus claims to have intellectual 
property that makes its approach better 
than Evans' and safer than JM Energy's. 

The ultracapacitors combine the archi- 
tecture of a capacitor— charge accumulat- 
ing on plates separated by an insulator— 
with the chemical storage of a lithium-ion 
battery. Using the same chemistry as a 
lithium-ion battery, the device distributes 
those chemicals onto the surface of a solid 
electrode, rather than embedding them 
into a porous electrode, requiring the slow 
process of intercalation to charge and dis- 
charge them. 

As a result, users can charge and dis- 
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loxus hybrid ultracapacitors with built-in 
lithium-ion batteries enable distributed 
storage architectures that work better 
than either technology alone. 

charge the devices at nearly any rate, 
allowing them to absorb and discharge 
vast or minuscule currents, depending on 
an application's requirements. However, 
they can neither store as much charge vol- 
ume nor store it for as long as a traditional 
battery, but the applications' distributed 
architecture compensates for these short- 
comings, according to loxus. 

Hybrid ultracapacitors store less charge 
than do lithium-ion batteries, but they store 
about 100% more charge than an ultra- 
capacitor alone and provide almost unlim- 
ited charge/discharge cycling. You can 
charge and discharge most lithium-ion bat- 
teries only a few hundred times, and even 
special long-term versions have only a few 
thousand cycles. You can charge and dis- 
charge hybrid ultracapacitors, on the other 
hand, more times than the lifetime of the 
product in which you are using them — 
more than 20,000 cycles in loxus tests. 

— by R Colin Johnson 

loxus, www.ioxus.com. 



Source code 

Micrium is making avail- 
able for evaluation the 
source code of its lat- 
est real-time operating system, 
uC/OS-lll. The move comes as 
the private company claims it 
is seeing double-digit growth 
in sales and calls for evalu- 
ation boards using a variety 
of processors. Micrium in 
2009 released its third-gene- 
ration RTOS with a handful of 
evaluation boards and a book 
describing the software's 



for uC/OS-lll is 

capabilities. The company in 
1999 released the previous 
version of the RTOS, which is 
available as source code for 
evaluation. 

The latest version of the 
book on uC/OS-lll, now avail- 
able as a free download, also 
includes a section with exam- 
ple code for four medical-elec- 
tronics systems, including a 
pulse oximeter and a blood- 
glucose meter. The company 
aims to expand its efforts to 



now available 

provide technical documenta- 
tion for other vertical markets. 
Universities and researchers 
can freely download and use 
the company's RTOSs. Com- 
mercial users are subject to 
licensing fees. 

Jean J Labrosse, founder 
and chief executive of Micrium, 
claims that the company is the 
only commercial RTOS pro- 
vider that offers source code 
for evaluation use. OEMs that 
roll their own RTOS still rep- 



resent the largest slice of the 
market, with those using free, 
open-source RTOSs coming 
in second, says Mike Phipps, 
director of sales, marketing, 
and business development 
for the company. However, 
Micrium has been gaining 
share since Intel (www.intel. 
com) purchased Wind River, 
Phipps claims. 

— by Rick Merritt 

Micrium, 

www.micrium.com. 
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SET YOUR DESIGNERS FREE WITH CALIBRE® AUTOMATIC WAIVERS | It keeps 
track of waivers and eliminates them from SoC verification results, saving hours 
of wasted effort by you and your ecosystem partners. Now your designers can do 
more productive things. Take a test drive at: http://go.mentor.com/autowaivers. 
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Semiconductors develop 
an EUV ecosystem 

The need to drive to smaller geometries is not slowing 
down, despite the rising cost of building wafer fabs- 
Lithography has been a major element in this push 
toward new sub-20-nm process geometries. The shift 
from 193-nm, DUV (deep-ultraviolet) lithography to 
1 1- to 14-nm, EUV (extreme-ultraviolet) lithography 
requires a full ecosystem for the materials and methods, along with an 
imaging module. The ecosystem includes a supply of masks, photo- 
resist, and both mask- and wafer-metrology tools and methods. 



The system works by inspecting 
blanks and associating defects with 
the "dark-field" patterns of the blanks. 
The geometry of the defects in ques- 
tion is incompatible with standard 
optical-inspection techniques. As a 
result, vendors are using AIMS (aerial- 
image-message-system), ABI (actinic- 



blank-inspection), and advanced-PMI 
(patterned-mask-inspection) tools 
for defect review. In addition to using 
these inspection tools, manufacturers 
must create repair methods. For stan- 
dard masks, the normal repair tech- 
nique is to use a 30-kV FIB (focused- 
ion beam) to fix the patterns on the 



mask, bor bUV masks, due to the 
wavelength used, underlayer and multi- 
layer damage can occur. 

Several viable options are available 
to repair this damage. For example, 
manufacturers could use a 10-kV FIB, 
but this method has some selectivity 
and reflectance issues. They could also 
try nanomachining with a diamond tip. 
This method causes little substrate dam- 
age but results in a lot of debris and works 
only on certain patterns. Alternatively, 
they could attempt e-beam repair, which 
offers high selectivity but has issues with 
the high corrosiveness of the xenon 
difluoride, which clears the debris from 
the repair. Another major issue with 
repair and inspection is the throughput, 
which is currently a factor of 10 behind 
DUV approaches for similar tasks. 

Manufacturers are making prog- 
ress on the patterning side, however. 
Gigaphoton Inc (www.gigaphoton.com) 
now has a 100W EUV source that, in an 
imaging system, can support a through- 
put of 50 wafers per hour. The company 
is developing a 25 OW source that will 
support 150 wafers per hour. The EUV 
source comprises a liquefied-tin source 
that produces precision 20-micron drop- 
lets at a 100-kHz rate. The system then 
releases and energizes these droplets 
with a solid-state laser prepulse and hits 
the resulting energized particles with a 
high-power laser source, which, 99% 
of the time, ionizes and releases the 
EUV pulse. A magnetic system assists a 
second pulse to enhance the ionization 
(Figure 1). This environment yields a 
debris deposition rate of 1.2-nm/million 
pulses, and the chamber-cleaning rate is 
based on a debris accumulation of 4.4- 
nm/million pulses. 

Another issue is the protection of the 
masks. To protect them, manufactur- 
ers must use exotic techniques, such as 
a pattern of buffer/absorber/buffer and 
antireflective caps. Techniques for reti- 
cle management must extend to reticle 
shipping, particle management from the 
shipping pod, storage, and protection 
from ESD (electrostatic discharge ).EDN 
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Figure 1 Gigaphoton's EUV source comprises a liquefied-tin source that produces preci- 
sion 20-micron droplets at a 100-kHz rate. The system then releases and energizes these 
droplets with a solid-state laser prepulse and hits the resulting energized particles with a 
high-power laser source, which, 99% of the time, ionizes and releases the EUV pulse. A 
magnetic system assists a second pulse to enhance the ionization. 
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Introducing ZYNQ, the new element in processing. 
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CHIP-AND-PACKAGE 

CO-DESIGN RELIEVES PRESSURE 
ON COMPLEX DESIGNS 




BY DARVIN EDWARDS • TEXAS INSTRUMENTS 

The vise is closing down on design depart- 
ments. Manufacturers want more capabili- 
ties in their products than ever before. It's 
imperative for manufacturers to remain 
competitive. Marketing, meanwhile, 
wants to cram that added performance 
into less space. Consider all of the hand- 
held devices that are prevalent today. 
The pressure doesn't stop there, though. 
Design cycles keep getting shorter and shorter. A long design 
cycle increases the risk that the manufacturer might miss 
a market opportunity, and doing so can be catastrophic. 
Design must do more, in less space and with less time. 



CO-DESIGN 
ACCOMPLISHES 
MORE WITH LESS 

BY PERFORMING 
MORE DESIGN 
TASKS IN A 
SHORTER DESIGN 
CYCLE. 
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Enter co-design. Manufacturers 
should be constantly examining all 
aspects of design to verify that they are 
meeting all of the performance targets 
for final products- With each successive 
performance-target verification and fine- 
tuning, the overall value of the product 
to the user increases, and the risk of a 
failed product launch diminishes. The 
goal is to accomplish more with a shorter 
design cycle by concurrently execut- 
ing more design tasks. Of course, one 
of the ultimate goals is that first proto- 
types will function to spec, avoiding the 
dreaded design re-spin. Failed products 
that require design re-spins are costly 
on many fronts for both semiconductor 
manufacturers and their customers. 

Designers have for some time 
employed the notion of co-design — 
or its predecessor concept, concurrent 
engineering. Managers assign teams 
portions of a design to execute in par- 
allel with the rest of the design. What 
has changed is that co-design is now 
appearing in every aspect of a design 
project — from inception; to planning; 
to integration in the final system; and 
even to the use-profile assumptions, 
such as how long a user might play a 
game or use a smartphone. An area 
receiving increasing attention is chip- 
and-package interaction, which ana- 
lyzes characteristics of the package with 
the performance of the chip. Designers 
place more emphasis on chip-and- 
package interaction as both chips and 
packages become more complex and 
as 3-D-packaging technologies more 
intimately link the interactions among 
package technologies and the architec- 
ture of the system in the package. 

CHIP/PACKAGE CO-DESIGN 

Chip-and-package co-design concur- 
rently initiates package design with 
custom die and even system-level 
design. With this method, a team can 
quickly bring a new product to market 
and achieve the performance charac- 
teristics required to be competitive. In 



AT A GLANCE 

□ Today's schedules require co- 
design of all facets of the system. 



□ Simulation and accurate model- 
ing are vital to co-design efforts. 



□ An emerging subset of co-design 
is die/package/board co-design. 



□ Electrical, thermal, and mechani- 
cal issues are all important. 



addition to the normal challenges that 
revolve around optimizing the perform- 
ance characteristics of the eventual 
device, certain foundational chal- 
lenges are inherent in every chip-and- 
package co-design effort. These chal- 
lenges involve people working togeth- 
er and software tools that can share 
databases to quickly evaluate design 
characteristics. 

At the beginning of a co-design proj- 
ect, all of the various design disciplines 
must come together. A chip-and-pack- 
age co-design effort includes experts on 
all the elements in the silicon-produc- 
tion process, including transistor-design 
libraries, I/O (input/output) cells, pack- 
aging and materials, manufacturing and 
assembly, and chip test. Getting such a 
large group together may not involve 
a physical meeting of everyone on the 
team, but it must involve a merging of 
intentions for everyone. For the project 
to succeed, all of the key players from 
across all design areas must share the 
common goal of creating an optimized 
end product. 

At the onset of the chip-and-pack- 
age co-design project, representatives 
of each discipline must understand the 
chief needs of every other discipline. For 
example, the electrical-layout engineers 
must be aware of any thermal limita- 
tions in the package that could require 
a change in the placement of logic 
or I/O blocks to reduce operat- 
ing temperatures. In addition, 
circuit designers must create 



WITH EACH PERFORMANCE-TARGET 
VERIFICATION AND FINE-TUNING, THE 
VALUE OF THE PRODUCT TO THE USER 
INCREASES, AND THE RISK OF A FAILED 
PRODUCT LAUNCH DIMINISHES. 



any analog circuits that are sensitive to 
package-stress gradients with specific 
package limitations in mind. 

Moreover, packages must supply 
the required number of I/Os for the 
chip layout, and manufacturability 
concerns may dictate specific rules so 
that the product meets the require- 
ments of high-volume production. In 
the end, the team must be cognizant of 
the target cost of the product to avoid 
choosing too-expensive options. Some 
concerns of team members may evoke 
more passionate responses than others, 
but eventually the entire team must 
pull together around the common goal, 
which will come down to delivering a 
compelling and engaging experience for 
the end user of the product. 

Management's commitment to the 
project's common goal and to co-design 
as part of achieving this goal is essen- 
tial. Conflicts among groups and even 
individuals who make up the co-design 
team may occur. Management should 
encourage constructive debate with the 
objective of arriving at the most effec- 
tive approach. The leaders of the effort 
must occasionally guide the direction of 
the team when it cannot reach unanim- 
ity among conflicting positions. 

THE COMMON DENOMINATOR 

One of the basic characteristics of every 
co-design project is the necessity for 
design teams to concurrently complete 
their work on a part of the overall design 
while other teams are developing other 
aspects of the design. For example, one 
team may be developing a chip layout 
while another team is selecting and 
designing a package construction. 

Selection of system parameters, such 
as the PCB (printed-circuit-board) area 



28 EDN 



SEPTEMBER 8, 2011 




Is your scope lying to you? 
Find out. 

Rohde-Schwarz-scopes.com 

If you're not using a new Rohde & Schwarz digital oscilloscope, 
your scope may not be giving you honest answers. 




ROHDE &SCHWARZ 



that is available for a device, may drive packaging decisions 
and, in turn, affect die layout- Software simulations might 
sometimes identify significant power usage in a portion of 
the circuit, and these simulations could drive the need for 
thermal enhancements in the package. When tight schedules 
eliminate any chance of prototyping the design, designers 
must quickly simulate accurate component connections if 
the team wants to have multiple options. 

Simulation tools generate a model of the chip and its pack- 
age to analyze how various design options will affect the para- 
metric performance of the device. For example, a simulated 
model of the device might analyze how a change in the package 
affects the electrical noise on the power-and-ground plane of 
the device or how a change in the package might alter the tem- 
perature on part of the device. Modeling the effects of packaging 
options on a device's I/Os is also critical. Not so many years ago, 
a complex device might involve only several hundred I/Os. Now, 
the number of I/Os on a complex SOC (system-on-chip) device 
could easily reach 2000 or 3000, all of which couple together. 
To end up with the best possible device, the modeling tool must 
be able to analyze how a change in a package-design parameter, 
such as a power plane, would electrically affect all of these I/Os. 

This type of scenario can be daunting for software-simula- 
tion tools. During a co-design project, the speed and abilities 
of the tools environment are critical. The time window for 
considering various package innovations is usually narrow. A 
faster simulation tool produces more models over a shorter 
period, meaning that the design team can consider a greater 
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Figure 1 A typical electrical simulation of a signal injected into 
a package pin shows the distortion of the signal by the pack- 
age "circuit" and the noise it induces on neighboring leads. 



number of options to find the best approach. For example, 
if the software tools require a week to generate a complete 
model of the device and the team faces a schedule milestone 
three weeks away, the team can consider only relatively few 
alternatives without disrupting the project's overall time line. 

In a perfect world, computational resources would not limit 
simulation. The team could characterize and understand the 
many interactions among the design parameters. Simulation 
would explore multiple routing options, material choices, reli- 
ability margins, cost minimizations, manufacturability studies, 
die-size minimizations, and power margins. Development- 
software systems would automatically adjust the chip, package, 
and system design until all parameters were optimal. 

This scenario is the long-term dream for co-design. In 
reality, though, current software and hardware systems have 
limitations. As a result, designers use their expertise to input 
their best options. A finite number of simulations then point 
out the areas in which additional optimization may be neces- 
sary. Designers change the designs and validate the alterations. 

MAKING THE MODEL 

Engineers and technicians need time to describe a device, 
its package, and the system to the various analysis tools, 
slowing down modeling and affecting the effectiveness of a 
chip-and-package co-design project. To generate a simulated 
model of a device, the software tool must have a detailed 
description or a language-based model of the device. Changes 
to the device design should be simple to input because this 
approach eases optimization. Unfortunately, this scenario 
occurs infrequently. 

Describing the device geometries and the package lay- 
out to one or more tools can be laborious and tedious. It is 
difficult to describe the 3-D world of a real chip, package, 
and system in the words of the computer-simulation tools. 
Designers must divide the 3-D geometry into many elements 
through "meshing." Mathematical functions, which relate 
elements to surrounding elements, describe the parameters 
for modeling, producing many simultaneous equations for the 
computer to solve. The accuracy of the solution is dependent 
on the quality of the subdivision of the 3-D solid and on how 
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Scope Lie #1 
Your digital 
scope's 
bandwidth 

When it comes to small signal 
bandwidth, engineers need a 
gradual signal roll-off to avoid 
seeing a lot of ringing and 
overshoot in the time domain. 



well the individual elements capture the 
gradients of the fields to be calculated. 
The physics of a device design could 
require different types of meshes. Some 
may need only surface meshes, whereas 
others require full 3-D representations. 

In most instances, models must cap- 
ture the interfaces of one material to 
another, sometimes requiring that the 
mesh be continuous across the boundar- 
ies of all components or structures in the 
design. For example, the mesh of a circuit 
trace must be continuous with the mesh 
of the surrounding substrate's polymer to 
calculate interfacial stresses. In addition, 
whenever someone makes a change to 
the design, designers must remesh it. 

These tasks often prove too diffi- 
cult for current software tools without 
significant human intervention guid- 
ing them and supplying knowledge to 
the software to identify the order the 
tool should take for meshing complex 
geometries. Because each area of phys- 
ics involves different types of meshes, 
experts often must manually repeat this 
intensive process during various steps. 

This type of human intervention 
adds little value to the design-optimi- 
zation task. The software tools should 
use adaptive meshing to automate this 
repeated meshing and check the mesh 
against the physics of the problem to 
identify where mesh refinement is 
necessary and to generate an accurate 
result. Once adaptive meshing and 
other automation features become stan- 
dard features of all analysis tools, the 
time to describe a device will become 
dramatically shorter. 



OPTIMIZED PACKAGING 

Time to market is one of the primary 
forces that drives chip-and-package co- 
design projects. After all, time is money, 
and you can never regain missed oppor- 
tunities in the market. Another good 
reason for chip-and-package co-design 
is to achieve a product that excels in 
the market. Poorly optimized designs 
don't deliver the performance that users 
expect, often resulting in product recalls 
and loss of market share. 

For example, a poorly optimized chip 
design might consume more power than 
the system can efficiently handle, neces- 
sitating more expensive cooling fea- 
tures. A design that uses less power for 
the same performance will achieve more 
market success in a portable-system 
application, in which battery life is a 
key consideration. Users prefer a smaller 
portable device with a low profile and 
small footprint over a larger device with 
the same features. Moreover, if one chip 
runs faster than another for the same 
performance and cost, the faster chip 
will likely win market share. In general, 
the chip-and-package co-design team 
will examine, analyze, and evaluate all 
of the electrical, thermal, and thermo- 
mechanical characteristics of a device 
and its package. 

ELECTRICAL ISSUES 

One of the first concerns of chip and 
package designers is which chip-inter- 
connection technology to use. Flip-chip 
interconnection can still be more expen- 
sive than a wire-bonded approach. A 
wire-bonded package that is compatible 




Figure 2 Co-design optimizes a heat-sink design and attachment mechanism for a 
high-powered microprocessor component using different materials and thicknesses. 
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with the device's I/O count, speed, and 
performance specifications can result 
in significant cost reductions over the 
lifetime of a device. To select the best 
alternative, teams do electrical analysis 
on those products whose performance 
requirements overlap the capabilities 
of wire-bond and flip-chip intercon- 
nections. The rest of the package design 
flows from this selection. 

A primary concern is whether 
enough power is getting onto the device 
for it to function at its specified level. 
The device's package plays a major role 
in this regard because the resistance, 
inductance, and capacitance of the 
power and ground pins can distort the 
supply of clean power to the chip, creat- 
ing power and ground bounce or noise. 
Chip-and-package co-designers simu- 
late the electrical design of chips and 
packages with an eye toward analyzing 
the electrical noise on the power and 
ground pins and planes. 

The simulation software can high- 
light areas of high noise, inductance, 
current density, or resistance for optimi- 
zation. A redesign can then minimize the 
problems. A simulation sometimes indi- 
cates that filtering capacitance is neces- 
sary to reduce power and ground noise. 
These analyses should also consider the 
power- and ground-distribution planes in 
the system-level PCB, or at least apply a 
valid simplification of the system-level 
planes as a boundary condition. 

Engineers should also devote much 
analysis to simulations of the electri- 
cal load on the device's I/Os. Timing 
and noise analysis will identify a poorly 
laid-out high-speed I/O on the sub- 
strate (Figure 1). For example, two 
single-ended lines that are too close 
together may induce coupling noise on 
both lines. Separating these lines or 
adding a ground between them might 
be necessary to reduce the signal cou- 
pling. In other instances, changing 
the current-return paths of an I/O to 
reduce or increase inductance might be 
necessary. Simulations can also explore 
manufacturability issues, such as trace - 
width or substrate-thickness variations, 
and response versus frequency. The goal 
is to ensure that the package imparts the 
least distortion to the signal. 

THERMAL CONSIDERATIONS 

Every power-consuming device is also 
a small heater that requires a means of 



power dissipation. Often, when a compo- 
nent's power consumption exceeds 1W, 
the thermal needs of the chip drive the 
package choice. An effective chip-and- 
package co-design team examines how 
to best design the device's package to 
conduct heat away from the device and 
toward the underlying PCB or to a heat 
sink, depending on the system application. 

Co-design ensures that the pack- 
age conducts heat where it needs to go, 
helping to minimize the temperature of 
hot spots on the die. With BGA (ball- 
grid-array) packages, for example, ther- 
mal vias can conduct heat away from 
the die and to the PCB. Some pack- 
age configurations include heat sinks 
to efficiently conduct heat energy away 
from the die (Figure 2). All devices 
have maximum-temperature limits. 
Exceeding these limits causes the device 
to stop operating or causes damage to 
the device. Co-design plays a major role 
in ensuring that devices remain within 
their temperature limits. 

STRESS 

Thermomechanical-stress issues as they 
relate to chip-and-package co-design 
involve the mechanical interaction of 
the die, the package, and the system. 
These issues affect the reliability of not 
just the chip but also the end-use device. 
For example, DSPs for wireless base sta- 
tions must be able to withstand swings 
from the high temperatures of a desert 
to the extreme cold of an Alaskan winter 
or a high mountaintop. These extreme 
conditions must not cause delamination 
of the various package layers or fatal 
fatigue of the solder balls that make the 
electrical connection to the PCB. The 
base station is only as reliable as the DSP 
chips that operate it, and the interaction 
between the chip and its package affects 
the DSP chips' reliability. 

Thermomechanical analysis reveals 
whether the package's stress gradient is 
the best for the chip's parametric per- 
formance. This analysis is particularly 
important with analog chips because 
stress-related gradients across the device 
can create shifts in the parametric char- 
acteristics of the transistors or resistors, 
resulting in deviations in the linearity, 
gain, voltage offset, and other charac- 
teristics of the device. 

A chip-package analysis of the 
mechanical robustness of a device might 
lead to the deployment of a different 
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Scope Lie #2 
Your digital 
scope's noise 
specification 

Today's digital scopes only provide 
a 5 or 10mV/division setting and 
use a digital zoom to "get down to" 
a 1mV/division setting. This tactic 
significantly increases noise while 
lowering the accuracy. As a way to 
reduce the noise, some oscilloscopes 
limit bandwidth on low volts per 
division settings, while others do not 
offer the 1mV/division setting at all. 
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material in the package or the inclusion 
of a structural element in the device. 
For example, process engineers work to 
implement new on-chip dielectrics in 
semiconductors because these materials 
reduce capacitance between the lines 
on a chip and enable higher switching 
speeds. These dielectrics are sometimes 
less dense and less structurally robust 
than other materials, however. The 
chip-and-package co-design team would 
need to simulate a new dielectric in the 
device to analyze whether the chip would 
be able to withstand a certain level of 
mechanical stress. Dangerously high 
levels of stress in the predictions might 
trigger a materials change or a new design 
rule to structurally strengthen the device. 

Warping is another important con- 
cern for thermomechanical co-design 
engineers. Packages are laminates of 
multiple layers of different materials, 
each with its own expansion and stiff- 
ness. Passage through a temperature 
cycle can cause warping, which can in 
turn cause the package's leads or solder 
balls either to not contact the PCB dur- 
ing soldering or to put too much pressure 
on the joint, which could result in solder 
bridging. Thermomechanical analysis 
can predict this warping and point out 
the need for different materials or struc- 
tures if the warping is too severe. Shadow 
moire, a measurement tool, further char- 
acterizes the warping and validates the 
thermomechanical modeling. 

CALIBRATION AND VALIDATION 

In many regards, chip-and-package co- 
design depends on modeling and other 
tools to simulate either portions of a 
design or the entire device so that the 
design team can study the effects of vari- 
ous design options, eventually resulting 
in a fully optimized design. The out- 
come of a chip-and-package co-design 
effort will be successful only if the tool's 
outputs are accurate. A tool that returns 
an inaccurate result can wreak more 
havoc on a chip-and-package co-design 
project than having no result at all. The 
design team could take the wrong path 
by using faulty simulation information 
and not realize the mistake until the 
project has progressed significantly 
along its time lines. The team can never 
recoup the wasted time. 

Because of these issues, experienced 
co-design teams constantly calibrate 
and validate the tools that are essential 



to the process. The most fundamental 
way of completing this task is to ana- 
lyze the characteristics of devices both 
before and after manufacturing. Any 
discrepancy indicates a tool in need of 
recalibration. 

When feasible, designers can plan 
test dice early in the process to place 
known stresses on sensitive compo- 
nents. These test dice can contain 
structures such as strain gauges, ther- 
mal sensors, leakage sensors, and varia- 
tions on design rules. The test structures 
come early in the development process 
to enable calibration of the simulation 
tools before designers must use the tools 
for the driver products. 

As investigators stress the test struc- 
tures, they compare the devices' outputs 
with the results from the simulation 
tools. When discrepancies exist, some 
degree of destructive analysis further 
characterizes the test structures and 
identifies the cause of the discrepancy. 
When the team identifies the causes, 
the members adjust the tools to match 
the test-structure results. 

CO-DESIGN'S IMPACT 

The pressures on design teams will con- 
tinue to grow in the foreseeable future as 
the electronic content in everyday devic- 
es, machinery, office equipment, con- 
sumer gadgets, medical systems, home 
appliances, and transportation vehicles 
accelerates in the years ahead. This 
acceleration heightens the design risks 
for system manufacturers and highlights 
the critical importance of all aspects 
of co-design. Extending the well-doc- 
umented benefits of co-design into the 
realm of chip-and-package design will 
become increasingly imperative with so 
much riding on each design project.EDN 
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THE BANNER 
SPECS TELL 
ONLY PART 
OF THE STORY 




If you are contemplating the purchase of a new scope for debugging high-perform- 
ance embedded systems and you want to know the amount of time the scope will 
require to capture ephemeral, aberrant waveforms associated with seemingly ran- 
dom SUT (system-under-test) failures, you're unlikely to find the scope's banner 
specs enlightening. Performance in capturing anomalous waveforms depends on 
little-known and often poorly understood instrument characteristics. Depending 
on how you plan to use the scope, you might discover that the headline specifica- 
tions fail to reveal much of the information you need about important aspects of the 
instrument's behavior (see sidebar "Running into a brick wall"). 
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Moreover, if you want one number 
that describes the scope's performance 
in capturing transitory waveforms, the 
manufacturer may be only too happy to 
supply one; the number you get from the 
field engineer, however, may prove to 
be irrelevant to your application. Such 
application-dependent parameters as 
waveform duration, sweep time, and 
sampling rate can alter aberrant-wave- 
form-capture performance by orders 
of magnitude. The reason is that most 
real-time-capture DSOs (digital-storage 
oscilloscopes) spend large portions of 
time preparing to display the waveform 
data they have just captured. 

Converting a series of digitized 
samples — that is, a record — into a 
recognizable and informative display 
is more complicated than you might 
think. Even though most modern high- 
performance real-time-capture DSOs 
segregate the display memory from the 
capture memory, the instruments can- 
not act on new trigger commands while 
they are preparing the display (see side- 
bar "A funny thing happened on the 
way to the screen"). 

Some industry participants call the 
interval during which a scope cannot 
process trigger commands sleep time, 
blind time, or dead time. However, dur- 
ing the intervals when it cannot process 
trigger commands, the scope is neither 
asleep nor blind, and it most certainly 
isn't dead. More optimistic and conve- 
nient terms are aware time and percent- 
age of aware time. Although the per- 



AT A GLANCE 

□ A scope's performance in cap- 
turing anomalous waveforms 
depends on little-known and often 
poorly understood characteristics. 
The headline specifications may fail 
to reveal much of the information 
you need about important aspects 
of its behavior. 

□ In everyday use, scopes whose 
fast updates give rise to high 
awareness-time percentages pro- 
vide users with a "live" feel, as 
opposed to the frustratingly slug- 
gish behavior of scopes that update 
more slowly. 

□ To avoid aliasing, you must 
sample at more than twice the 
highest-signal-frequency compo- 
nent whose amplitude is no greater 
than the ADC's least-significant-bit 
weight. 

□ For years, the standard for 
reconstruction filters in scopes had 
been gaussian response. Now, 
some scope manufacturers provide 
a choice of reconstruction-filter 
characteristics; you can choose the 
characteristic that best suits the 
measurement. 



centage of aware time can be less than 
1%, it is the number that you probably 
want to know and use in subsequent 
calculations. 

A related term, waveforms per sec- 
ond, is the number of waveforms per 
second the scope can display and is the 




LeCroy's four-channel, 400- and 
600-MHz-bandwidth WaveRunner 6 Zi 
HROs are unusual not only for their 12-bit 
ADC resolution but also for their pivot- 
ing displays. Another LeCroy family, the 
WaveMaster 8 Zi-A, uses patented digital 
bandwidth interleaving to achieve indus- 
try-leading 45-GHz bandwidth on one 
channel at 120G samples/sec. Bandwidth 
is 30 GHz/channel at 80G samples/sec on 
two channels and 20 GHz/channel at 40G 
samples/sec on all four channels. 



display-speed spec about which scope 
manufacturers are most likely to boast. 
Unfortunately, like blind, sleep, and 
dead times, the waveforms-per-second 
spec depends strongly on such applica- 
tion-dependent parameters as waveform 
duration, sweep time, and sampling rate 
(see sidebar "DPX, the original high- 
waveform/second technology). 

WAVEFORMS/SECOND 

The scopes that provide the fastest 
update rates without requiring the use 
of special operating modes are units 
from Agilent and Rohde and Schwarz 
that offer -3-dB bandwidths in the 1- to 
2 -GHz range. Both companies' instru- 
ments top out at slightly more than 1 
million waveforms/sec at 10 nsec per 
division but drop to approximately 1 
waveform/sec at 100 msec per division. 
These values apply to only a few models 
from each company. Don't assume that 
the vendors' other models are equally 
fast or that selecting a higher-priced 
model automatically gets you faster 
waveform updates. Ask the vendor to 
supply a complete table of update-speed 
specifications for the instrument model 
you are thinking of purchasing. 

Currently, the scopes with the high- 
est update rates have 10 to 20% aware 
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time at 10 nsec/division. According to 
Agilent and Rohde and Schwarz, under 
conditions comparable with those at 
which the fast-update scopes exhibit 
such aware-time percentages, it is com- 
mon to find other scopes with times 
of 1% or less- Aware times of 10% are 
good, and times of 20% are exceptional. 
At present, aware times greater than 
approximately 20% are unheard of. 
Manufacturers that have achieved the 



highest aware-time percentages empha- 
size the importance of achieving this 
characteristic without resorting to special 
operating modes. They point out that, in 
everyday use, scopes whose fast updates 
give rise to high aware-time percentages 
provide users with a "live" feel, as opposed 
to the frustratingly sluggish behavior of 
scopes that update more slowly. 

You find the highest aware-time 
percentages in scopes with -3-dB 



bandwidths in the 1- to 2-GHz range. 
Although such scopes require sophisti- 
cated ASICs to achieve the fast wave- 
form processing that enables their high 
percentages, wider-bandwidth scopes 
would need even more complex wave- 
form-processing ASICs. At their neces- 
sarily higher sample rates, these scopes 
would require deeper waveform memo- 
ries to capture records of the same dura- 
tion as those that the lower-bandwidth 



RUNNING INTO A BRICK WALL 



Aliasing creates frequency components in a signal re- 
cord that don't exist in the original signal. Once the 
aliased components have become part of the record, 
you can't easily distinguish them from real information; 
hence, you can't reliably remove them. A common mis- 
conception is that aliasing won't occur if the signal's 
-3-dB bandwidth is less than half the sampling rate. To 
avoid aliasing, you must sample at a rate at least two 
times the f LSB , the highest signal-frequency component 
whose amplitude is no greater than the ADC's LSB. Many 
octaves can separate f LSB from the -3-dB frequency, and 
f LSB is usually higher. 

To take advantage of the high stopband insertion loss, 
you might like the idea of a brick-wall antialiasing filter, 
which exhibits steep attenuation-versus-frequency char- 
acteristics in the transition band between the passband 
and the stopband. However, in wideband real-time- 
sampling applications, such as high-performance DSOs 
(digital-storage oscilloscopes), brick-wall antialiasing 
might be practical only in those situations that involve 
oversampling, in which the scope acquires many more 
than two samples in the period of the LSB's frequency. 
In high-performance, real-time-sampling DSOs, whose 
sampling frequency exceeds 20 GHz, the ratio of the 
sampling frequency to the -3-dB frequency ranges 
from approximately 2-to-1 to 3-to-1. Although real-time 
scopes that contain ADCs that take 100G samples/sec 
and more have recently become available, it isn't yet 
possible to construct physical ADCs that take, say, 200G 
samples/sec in real time. Thus, among high-performance 
DSOs, the only possible candidates for using brick-wall- 
antialiasing filters would appear to be instruments that 
support RETS (random equivalent-time sampling), some- 
times also called random interleaved sampling (see 

"A funny thing happened on the way to the screen"). 
By sampling only repetitive signals, albeit not necessarily 
periodic ones, RETS can create waveform records that 
mimic those that would be created by an ADC that sam- 
ples in real time at a rate much higher than that of any 
currently available device. 

RETS is neither for every designer nor for every appli- 
cation; you must understand its possible pitfalls before 
you attempt to apply it. What's more, as a practical mat- 



ter, brick-wall filters are DSP-based and exist only in the 
digital domain. The data they process must therefore be 
in digital form, which means that a brick-wall filter must 
follow— not precede— the ADC. Reconstruction filters are 
different; scopes can include a DSP-based brick-wall re- 
construction filter, and reconstruction filters with brick- 
wall characteristics are common in high-performance 
scopes. In cases that involve sampling at the limits of 
ADC capabilities, however, antialiasing filters must be 
analog circuits. 

These filters affect the waveforms you observe. If you 
are interested in how your SUT (system under test) han- 
dles very-fast signal edges, you should look closely at 
the characteristics of your scope's reconstruction filters. 
In other words, the step response that you observe can 
have more to do with the response of your scope than 
with the response of the SUT. 

The standard for reconstruction filters in scopes for 
years has been gaussian response, which corresponds 
to a constant time delay at all passband frequencies and 
necessitates a gradual roll-off of the sine-wave-ampli- 
tude response as the signal frequency increases. Now, 
however, some scope manufacturers provide a choice 
of reconstruction-filter characteristics; you can choose 
the filter characteristic that best suits the measurement. 
Gaussian filters tend to slow the displayed rise times, 
whereas properly chosen brick-wall filters do not. Unlike 
gaussian filters, however, brick-wall filters introduce 
their own artifacts, most notably preshoot that precedes 
the beginning and overshoot that follows the end of 
signal transitions, or steps. To provide the best of both 
worlds, reconstruction filters can even combine constant 
delay at lower frequencies with a brick-wall characteris- 
tic in the transition band. 

Experts argue that preshoot— a response to a stimulus 
that occurs before the stimulus reaches the SUT— is a 
purely mathematical artifact that cannot exist in real phys- 
ical systems, whereas overshoot often is real, although 
the overshoot your scope displays may not accurately 
represent your SUT's actual response. The scope may 
introduce artifacts that can produce erroneous results in 
eye-diagram tests, a widely used technique for estimating 
the BER (bit-error ratio) of data-transmission channels. 
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scopes capture- As ASIC technology 
advances and allows higher-density chip 
designs, higher-performance scopes will 
take advantage of the improved tech- 
nology, and update rates of 1 million 
waveforms/sec and more will appear in 
high-performance scopes — those that 
have -3-dB bandwidths of 10 GHz and 
higher. Manufacturers won't commit 
to a timetable for such advances, how- 
ever. LeCroy WaveMaster 8Zi scopes, 
with bandwidth greater than 10 GHz, 
capture 1 million waveforms/ sec — but 
only in the sequence mode. 

A "SOMETIME" THING 

Suppose that the system you are design- 
ing exhibits the following mysterious 
but not uncommon behavior: While 
performing its intended function, at 
intervals that you have determined 
occur, on average, approximately twice 
an hour, the system fails to do what you 
have designed it to do. Then, with no 
input from you, it performs normally 
again. After a period that could be as 
short as five minutes or as long as five 
hours, it misbehaves again. You try to 
determine whether the average interval 
between the instances of misbehavior 
has changed, and you eventually satisfy 
yourself that your original estimate of an 
average of once every 30 minutes still 
seems about right. 

Now suppose that you want to get a 
look at the waveforms at key points in 
the system so that you can determine 
how those that accompany misbehavior 
differ from the normal waveforms at the 
same probe points. If your four-channel 
DSO's aware-time percentage is, say, 
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The Agilent 90000 X-Series delivers 32- 
GHz true analog bandwidth on two chan- 
nels and 16 GHz on four. This unit samples 
at 80G samples/sec/channel with two 
channels active and 40G samples/sec/ 
channel with four channels in use. 



Tektronix's high-performance 
real-time DPO/DSA 70000D 
series has a bandwidth of 33 
GHz and takes 50G samples/ 
sec/channel on four chan- 
nels or 1 00G samples/sec/ 
channel on two channels. For 
fast sampling of repetitive 
signals, it offers RETS, which, 
in effect, captures 10,000G 
samples/sec/channel. 
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0-1%, it might, with luck, immediately 
capture the four ectopic waveforms. On 
the other hand, because of your scope's 
low aware-time percentage, you could 
reasonably expect to have to wait for 
500 hours, or approximately three weeks 
of round-the-clock testing, to capture 



A FUNNY THING HAPPENED 
ON THE WAY TO THE SCREE 



The waveform record of a DSO (digital-storage oscilloscope) comprises a 
series of digital representations of analog samples, in which each sample 
corresponds to the signal voltage at a specific instant. Equal amounts of 
time separate each instant from those that immediately precede and fol- 
low it. This statement is true even though the scope might not have cap- 
tured the samples sequentially— for example, the scope might have used 
RETS (random equivalent-time sampling), also called random interleaved 
sampling, to increase its effective sampling rate beyond its maximum re- 
al-time sampling rate ( ). In RETS, the scope obtains samples 
during multiple waveform iterations and keeps track of precisely how long 
after the most recent trigger event it captured each sample. The scope 
then arranges the samples as though it had captured them sequentially 
during one waveform iteration. 

A little thought reveals that brief waveform records— that is, records with 
fewer points than the number of pixel columns in the display— must do some 
work to produce meaningful and easily interpreted displays. If the oscil- 
loscope were to place the samples on the screen without processing, the 
individual samples would constitute a series of dots. To be recognizable as a 
waveform, the scope must convert these dots into a series of— ideally— cur- 
vilinear line segments, each joined to its immediate neighbors ( ). 

At the other end of the density spectrum, the number of samples in a 
waveform record can greatly exceed the display's number of pixel col- 
umns. The scope can accommodate this possibility by requiring you to 
scroll horizontally through many screen widths to see the complete re- 
cord. This arrangement is fine— and necessary— for obtaining a close-up 
view, but most scope users also want the big picture; they want to be able 
to see the entire record without scrolling. 

To present long records on a relatively narrow screen without scrolling, 
the scope must combine multiple samples into single pixel columns. In 
bygone days, scopes would light all pixels in the range from the lowest to 
the highest value in the group of samples that were to appear in one pixel 
column. The result was a bright, thick trace, to which scope users ob- 
jected because it failed to reveal how often the several illuminated pixels 
should have been lit. The solution was to make each pixel's intensity or 
color indicate its "popularity." Such intensity- or color-graded displays are 
more informative and easier to understand, but producing them forces the 
scope to perform rather complex math. The math takes time, and the ini- 
tial result was decreased display-update rates. Ultimately, though, imple- 
menting the calculations in custom ASICs enabled faster updates despite 
the increased information density. 

REFERENCES 

Pupalaikis, Peter J, "Random-interleaved sampling (RIS)," Lecroy Corp, 
http://bit.ly/qSmep2. 

"Waveform Reconstruction (Interpolation)," Agilent Technologies, http:// 
bit.ly/pVhEP5. 



just one set of ectopic waveforms. 

In contrast, if your scope has an aware 
time of 10%, you could expect to cap- 
ture a set of ectopic waveforms in five 
hours. Because the failures occur at ran- 
dom intervals whose duration averages 
30 minutes, you could have to wait con- 
siderably longer, or, with luck, you could 
capture your first set of ectopic waveforms 
in much less than five hours. The point, 
though, is that the scope can capture 
transitory events only when it is aware 
of trigger commands. If it is aware of trig- 
gers only a small fraction of the time, you 
must compensate for its inattentiveness 
by increasing the duration of your test. 

Under certain circumstances, some 
DSOs that do not normally have high 
aware-time percentages provide a way 

SOME DSOs PROVIDE 
A WAY TO INCREASE 
THEIR PERCENTAGES 
WITHOUT RESORTING 
TO THE USE OF SPE- 
CIALIZED WAVEFORM- 
PROCESSING ASICs. 



to, in effect, increase their percentages 
without resorting to the use of special- 
ized waveform-processing ASICs. Most 
manufacturers refer to this mode as seg- 
mented memory, although some manu- 
facturers use names such as FastFrame 
or fast acquisition. Suppose that the 
scope has a waveform-memory depth of 
100 Mbytes/channel. Segmented mem- 
ory allows you to divide that memory 
into multiple shorter segments. You 
might, for example, be able to divide 
the memory into segments whose 
depth is 1 Mbyte/channel or some 
other convenient value. The scope can 
then acquire 100 sweeps per channel 
before it begins waveform processing. 
Therefore, if you are capturing signals 
that occur in rapid succession, the 
scope will be aware of triggers almost 
without interruption. The downside 
is that, at the required sampling rate, 



Read two more sidebars— "Exclusion 
triggering: A worthwhile feature?" and 
"Oops! My scope wasn't looking"— 
online at www.edn.com/n0908cs. 
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DPX, THE ORIGINAL HIGH-WAVEFORM/ 
SECOND TECHNOLOGY 
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More than a decade ago, Tektronix introduced DPX (digital-phosphor technol- 
ogy), an innovative approach to increasing DSO (digital-storage-oscilloscope) 
display-update rates ( ). The company continues to offer the tech- 

nology in its midrange and high-end digital scopes and has made it a corner- 
stone of its DSP-based RTSA (real-time-spectrum-analyzer) family. 

DPX uses a custom ASIC to create an intensity- or color-graded pixel 
map in the scope's memory but does so in a unique manner: Newly arriving 
samples go immediately into the map, in which a register or a bin represents 
each pixel; the bin stores a number that corresponds to the number of hits 
the pixel has received since the most recent trigger event. When operating in 
the DPO (digital-phosphor-oscilloscope) mode, the scope does not preserve 
a sequentially ordered record of the sample values, thereby avoiding much 
of the overhead of generating the display and allowing update rates that, at 
approximately 300,000 waveforms/sec in Tek's highest-performance scope 
models, remain among the fastest available. 

Almost from the day it debuted, however, DPX drew fire from competitors, 
who could not copy the technology without infringing on Tek's patents. The 
criticisms were not entirely unjustified: The loss of the sequentially ordered 
sample record precludes useful postacquisition analysis. The user must 
decide whether to operate the scope as a conventional scope or as a DPO 
and, after making that decision, cannot change it until the start of a new 
acquisition. DPO mode is useful mainly for short records. If you want to cap- 
ture long records, you should select a different mode. Tektronix says that the 
DPO mode in its scopes is invaluable for identifying transitory ectopic wave- 
forms; once you have seen, saved, and perhaps printed out a picture of what 
you are looking for, you can operate the scope as a more conventional DSO, 
trigger on the ectopic waveforms you have identified and characterized, and 
do all of the postacquisition analysis you want. 
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"See a World Others Don't: The Story Behind DPO, DPX, and Waveform 
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the number of samples that represents 
one waveform must not exceed your 
selected segment depth.EDN 

ACKNOWLEDGMENT 
Portions of this article are based on material 
that the author developed for a column he 
briefly wrote for EDN s Scope Expert micro 
site, http://scopes.edn.com. 

REFERENCES 

ul Lim, Jit, "Understanding the impact 
of digitizer noise on oscilloscope 
measurements," EDN, April 7, 201 1 , pg 
18, http://bit.ly/o6wZ11. 
9 Nelson, Rick, "Vendors target oscil- 
loscope sweet spot," EDN, Sept 9, 
2010, pg 30, http://bit.ly/ng7Y7v. 
9 "The Impact of Digital-Oscilloscope 
Blind Time on Your Measurements," 
Rohde and Schwarz GmbH, August 



[www.edn.com] 



2010, http://bit.ly/ptC9KU. 
astrassberg, Dan, "InP ICs halve 
jitter, double true analog bandwidth 
of real-time digital scopes," EDN, 
May 13, 2010, pg 14, http://bit.ly/ 
q8W6LW. 

3 Rowe, Martin, "Handheld oscillo- 
scopes offer varied features," EDN, 
Nov 8, 2007, pg 85, http://bit.ly/ 
rndVHd. 

a "Analog and Digital Filtering for 
Anti-Aliasing," Microstar Laboratories, 
http://bit.ly/ouB4Po. 



You can reach 



Contributing 



Dan Strassberg 



at Strassberg ED N@ 




Need Instrument Grade 
Reed Relays For Ultra-High 

Density Applications? 
Look No Further Than Our 
Series 117 

The Pickering Series 117 is a range 
of Single-in-Line relays intended 
for very high density applications 
such as A.T.E. switching 
matrices or multiplexers. 
They are available with either 
1 or 2 Form A (energize to 
make) switches and are the 
ideal choice for ultra-high 
density applications. 



\S6ftCenteri M 



w 




Only Pickering has 
SoftCenter™ Technology 



Encapsulation 
Internal Shd | 

mu-metal 

magnetic 
screen 




Soft inner 
encapsulation 
material 
to protect 
Instrumentation 
Grade Reed 
Switch 



Hard outer 
encapsulation 
material 



Pickering Reed Relays are 
encapsulated using a soft 
inner material to protect the 
reed switch capsule. The 
very hard compounds used 
by most other manufacturers 
can cause stresses that can 
potentially damage the reed 
switch and degrade contact 
resistance stability and life 
expectation. Go to 
www.pickeringrelay.com to 
find out more.... 
Free samples available on 
request. 




www.pickeringrelay.com 



I need the fastest DMM they make. 




They don't make them any faster. 

Nobody but Agilent makes a range of DMMs this fast this accurate, or 
this reliable. Up to 1 000 times more readings per second than the near- 
est competitor 's, and far easier to use, you'll rip through tests in a fraction 
of the time. It's what you'd expect from the leader in DMM technology. 



© 201 Agilent Technologies, Inc. 



DMM 


Digits 


DC 

Accuracy 


Max 

Readings 


Function/Range 
Changes 


10 


34405A 


5 1 /2 


0.0250% 


19 /sec 


0.2 sec 


USB 


34401A 


6 1 /2 


0.0035% 


1,000 /sec 


.02 sec 


GPIB, RS-232 


3441 OA 


6 1 /2 


0.0030% 


10,000 /sec 


2.6 ms 


GPIB,USB, 
LAN (LXI) 


34411 A/ 
L4411A 


6 1 /2 


0.0030% 


50,000 /sec 


2.6 ms 


GPIB, USB, 
LAN (LXI) 


34420A 


7 1 /2 


0.0030% 


250 / sec 


.02 sec 


GPIB, RS-232 


3458A 






100,000 /sec 


3.0 ms 


GPIB 



Agilent and our 
Distributor Network 

Right Instrument. 
Right Expertise. 
Delivered Right Now. 



Buy from an 
Authorized Distributor 

www. agilent. com/find/distributors 



Download the latest 
measurement brief and tips 

www.agilent.com/find/fastestdmm 



Agilent Technologies 



BY SACHIN GUPTA, PRAKHAR GOYAL, AND KURIAN POLACHAN 
CYPRESS SEMICONDUCTOR CORP 



Designing reliable 
capacitive touch interfaces 

UNDERSTAND HOW TO ENHANCE THE HARDWARE AND SOFTWARE RELIABILITY 

OF THIS INCREASINGLY POPULAR USER INTERFACE FOR APPLIANCES AND INSTRUMENTS. 



Capacitive sensing offers an intuitive and robust 
interface that increases product reliability 
by eliminating mechanical parts in many 
appliances, or white goods, and instruments. 
Because of their experience with personal- 
electronics devices, many consumers are used 
to touch interfaces employing capacitive sensing, and they 
have come to expect these interfaces to be reliable and to 
operate accurately. 

Environmental noise and other factors can affect capaci- 
tive technology, however, causing systems to be unresponsive 
to finger touches or to trigger false touches. Developers must 
fine-tune these sensors or risk a severe reduction of accuracy 
and reliability. By understanding how capacitive sensors work 
and how you can design them to be self-tuning to compensate 
for noise, you can build robust systems that make appliances 
more reliable, more cost-effective, and easier to use. 

CAPACITIVE SENSING 

To understand the challenges behind designing a robust user 
interface, it helps to first take a brief look at the technology 
behind a capacitive-measurement system (Figure 1). To 
sense the presence of a finger, a capacitive-sensing system 
must first know the sensor capacitance in the absence of a 
finger, or parasitic capacitance (Figure 2a). When a finger 
approaches or touches the sensor, the sensor's capacitance 
changes, resulting in another capacitance, the finger capaci- 




Figure 1 To understand the challenges behind designing a ro- 
bust user interface, it helps to first take a brief look at the tech- 
nology behind a capacitive-measurement system. 



tance, in parallel to the parasitic capacitance (Figure 2b). 
The following equation yields the total sensor capacitance 
in the presence of a finger: C x =C p ±C F , where C x is the total 
sensor capacitance, C p is the parasitic capacitance, and C p is 
the finger capacitance. 

To analyze the sensor capacitance using a microcontroller, 
you must convert the sensor capacitance into a digital value. 
Several methods are available for measuring sensor capaci- 
tance. One type uses a switched-capacitor block that emu- 
lates the sensor capacitance using an equivalent resistance, 
a programmable current source, an external capacitor, and a 
precision analog comparator (Figure 3). The programmable 
current source continuously charges the external capacitor 
until its voltage crosses the reference voltage and the compara- 
tor's output is high. The programmable current source then 
disconnects, and the external capacitor discharges through 
the resistance until the capacitor's voltage drops below the 
reference voltage. The comparator's output is now low until 
the capacitor again charges to the reference voltage. The sen- 



GROUND 
PLANE 



SENSOR 



(a) 




Figure 2 To sense the presence of a finger, a capacitive-sensing 
system must first know the sensor capacitance in the absence 
of a finger, or parasitic capacitance (a). When a finger approach- 
es or touches the sensor, the sensor capacitance changes, re- 
sulting in another capacitance, the finger capacitance, in parallel 
to the parasitic capacitance (b). 
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Figure 3 One method for measuring sensor capacitance 
uses a switched-capacitor block that emulates the sen- 
sor capacitance using an equivalent resistance, R ; a 



programmable current source, 



; an external capacitor, 



C ; and a precision analog comparator. 



Figure 4 The design flow for a 
capacitive-sensor touch interface 
must account for real-world condi- 
tions, in which variations occur in 
components, environmental operat- 
ing conditions, and noise. 
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sor's capacitance is greater in the presence of a finger, and the 
emulated resistance is lower, according to the following equa- 
tion: R EQ =1/F S C X , where R £Q is the equivalent resistance and 
F g is the switching frequency of the switched-capacitor block. 

Thus, when a finger is present, the external capacitor 
discharges faster, and the comparator's output stays high for 
a shorter time, meaning that a higher capacitance value cor- 
responds to a shorter high time for the comparator. You can 
feed the resulting bit stream to a counter for a fixed amount 
of time. This counter value, or raw count, provides an indica- 
tion of the magnitude of the sensor's capacitance. The fixed 
amount of time for which the counter counts also determines 
the number of raw counts, or resolution. When you increase 
the resolution, the counter counts for a longer period, thus 
increasing the raw count. In other words, resolution is also 
the highest possible number of raw counts. 

TUNING 

Figure 4 shows the design flow for a capacitive-sensor touch 
interface. However, capacitive sensors must operate in the 
real world, in which variations in components, environmental 
operating conditions, and noise can affect sensor performance 
and reliability. Tuning is a critical process for ensuring that a 
sensor functions correctly and consistently. You achieve this 
goal by identifying and determining optimum values for a set 
of sensor parameters to maintain a sufficient SNR (signal-to- 
noise ratio) and finger threshold. In general, a 5-to-l SNR is 
the minimum requirement for a robust sensor design (Figure 
5). To avoid false triggering due to changes in capacitance 
resulting from atmospheric changes, a finger threshold of 65 
to 80% of the signal strength ensures reliable finger detection. 

Although sensor-controller manufacturers provide guide- 
lines to aid engineers in tuning, achieving the ideal tuning 
parameters for the system involves iteration. For a sensor 
controller with a capacitive-sensing algorithm, the tuning 
procedure follows a particular set of steps (Figure 6). 



Developers can implement tuning parameters either by 
writing code specific to the operation of the sensors in firm- 
ware, through external components, or by configuring the 
controller. With a firmware approach, developers have flexi- 
bility; however, whenever tuning parameters require changes, 
developers must also modify and update the firmware. 

Alternatively, designers can simplify system-firmware 
development by using a fixed-function, nonprogrammable 
capacitive-sensor controller. In this case, designers must 
implement tuning parameters either by using external com- 
ponents on the board or by sending configuration data over 
a communication interface, such as an I 2 C (inter- integrated 
circuit). With this approach, whenever tuning parameters 
require changing, the developer must either rework the user- 
interface board or update the configuration data. Developers 
must be aware that tuning can be time-consuming, especially 
if the PCB (printed-circuit board) or overlay requires changes 
between iterations. 
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Figure 5 A 5-to-1 SNR is the minimum requirement for a robust 
sensor design. 
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Figure 6 Although sensor-controller manufacturers provide guidelines to aid engineers in tuning, achieving the ideal tuning 
parameters for the system involves iteration. For a sensor controller with a capacitive-sensing algorithm, the tuning procedure 
follows these steps. 
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Figure 7 To cost-effectively handle design constraints and mar- 
ket needs, it is best to implement tuning in the appliance itself. 
This ideal self-tuning system performs this task. 



PRODUCTION TUNING 

Capacitive-sensor performance depends heavily on the physi- 
cal properties and characteristics of the sensor board and 
environmental and operating conditions. For example, sen- 
sor capacitance can change due to variations in the PCB- 
manufacturing process, in overlay material or thickness, or 
in the PCB vendor. All of these variations can affect sensor 
performance, and the challenges do not stop there. Parasitic 
capacitance also varies with environmental conditions, such 
as noise, temperature, and humidity. Thus, a board you tune 
in the Swiss Alps may not work in the hot and humid climate 
of Hong Kong, resulting in more time and labor to retune 
the board. To minimize yield losses due to process variation 
or vendor change, tuning must take into account expected 
differences based on statistical analysis. 

You may need to redo the board layout for various rea- 
sons, including changing a button's size, moving traces to 
incorporate minor changes in the schematic, and resizing 
to address EMC (electromagnetic-compliance) and EMI 
(electromagnetic-interference) issues. All of these modifica- 
tions require that you retune the sensors. Moreover, tuning 
requires a communication protocol and a host-side applica- 
tion to observe and analyze the raw sensor data. Tuning also 
requires extra I/Os because it must take place after the final 
board is complete, creating potential issues for systems with 
pin constraints. 

Tuning is a difficult job, requiring significant expertise 
with the chips and an understanding of capacitive- sensing 
effects at low signal levels. Couple these issues with the time- 
to-market constraints of the appliance market, and tuning 
can impose significant delays and increase system cost. To 
cost-effectively handle design constraints and market needs, 
it is best to implement tuning in the appliance itself. An ideal 
self- tuning system performs this task (Figure 7). 

In systems with self-tuning capacitive sensing, numerous 
algorithms achieve a workable touch-sense system. At a 
basic level, appliance- implemented self-tuning is the same as 
manual tuning. In one-time compensation, some tasks occur 
once at power-up; in dynamic compensation, the appliance 
must continuously perform some tasks. 

Self-tuning capacitive-sensing systems must calculate the 
best parameter settings for the sensors depending on the appli- 
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Figure 8 Adjust the threshold value for finger detection depend- 
ing on detected noise in the sensor's raw counts. A self-tuning 
system can adjust the finger threshold depending on system 
noise. 



ance and expected operating environment. The capacitive- 
sensing systems in this article use switched-capacitor theory. 
In contrast, a physical sensor capacitor forms a resistor by 
charging and discharging the sensor capacitor in consecu- 
tive cycles. Emulated resistance is proportional to the sensor 
capacitor's value, and you measure it using a current source 
with an analog-to-digital-conversion stage to compute the 
value of the sensor's capacitance. 

Proper emulation of resistance requires the sensor capaci- 
tor to fully charge and discharge at a frequency that provides 
enough time for this operation. Therefore, you should adjust 
the switching frequency in accordance with the absolute 
sensor capacitance and reduce the frequency if the sensor's 
capacitance is higher. 

Because the system converts the capacitance of the sensor 
to counts, the smallest change in capacitance that you can 
measure depends on the system's resolution. You can calculate 
the required resolution using the parasitic capacitance and 
required sensitivity. 

Scan time is one of the most important tuning param- 
eters from a system-specification point of view. However, 
increasing the resolution of scanning adds increased noise 
to the system. To compensate for this increase in noise, 
the scan time of sensors must stretch to integrate the noise 
and reduce its effect on capacitance measurements. A self- 
tuning algorithm must not exceed the scan time beyond 
system requirements. The best way to deal with scan time 
is to lay out the board to keep parasitic capacitance as low 
as possible. 

Upon selecting the scanning resolution, you must auto- 
matically adjust a baseline measurement of the sensors — that 
is, the raw count when a finger is not present — to nearly 80% 
of the maximum count. This approach ensures that variations 
in neither environmental conditions nor silicon parameters 
adversely affect the sensor's measurement precision or its 
ability to accurately detect a finger touch. 

Noise, by its nature, is a random function of time. It is not 
the same on power-up, a moment after power-up, or an hour 
after power- up. As a result, you should adjust the threshold 
value for finger detection depending on detected noise in the 
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sensor's raw counts. A self- tuning system can adjust the finger 
threshold depending on system noise (Figure 8). 

SNR and scan time are the main factors determining the 
robustness, reliability, and efficiency of appliance- implement- 
ed self- tuning. Ensure that the SNR from self- tuned sensors 
is higher than the minimum requirement of 5-to-l across 
the parasitic-capacitance range to preserve robustness and 
reliability. Scan time affects the power efficiency of the self- 
tuning algorithm; the more time a sensor takes to scan a sen- 
sor, the more power it consumes. Even though a longer scan 
may fit application requirements, the self- tuning algorithm 
should optimize power consumption by cutting the scan time 
as much as possible without compromising the SNR. 

Designers often overlook one of the most important 
aspects — layout — during the initial design stage of a 
design; board layout affects the whole system's perfor- 
mance. Parasitic capacitance affects the amount of effort 
necessary for tuning, product yields, scan time, and other 
system characteristics. You should follow the guidelines 
from controller manufacturers when designing the layout 
to minimize the parasitic capacitance of the sensor. These 
guidelines can be used to improve the performance of the 
system through self-tuning, which helps you meet chang- 
ing market needs. Cypress, for example, provides the 
SmartSense self-tuning-based capacitive sensor, which 
automatically optimizes the scan speed to be as high as 
possible, minimizes power consumption, and maintains an 
SNR of greater than 5-to-l to avoid any false triggering. 

Self-tuning controllers elimi- 
nate the overhead of repeatedly 
tuning capacitive-sensing-based 
appliances as specs and operating 
conditions change. In some cases, 
a sensor's parasitic capacitance may 



be high, requiring external components and some manual 
tuning to maintain the capacitance within a typical range. 

Manual tuning can impose significant design challenges 
for developers implementing capacitive sensing in appliances 
and other systems. Tuning is sometimes necessary for different 
lots due to process variations; following board redesigns to 
accommodate changes in overlay thickness, button size, or 
other requirements; or due to noise and interference issues. 
Tuning improves performance and reliability, but manual 
tuning can add cost and delay the product's release. Self- 
tuning controllers eliminate these costs and delays, allowing 
developers to quickly implement reliable systems without 
becoming capacitive-signaling experts.EDN 
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Polynomial rotation accelerates 
CRC calculations 

Josef Valasek, AWOS, Pardubice, Czech Republic 



Engineers commonly use two 
methods of CRC (cyclic-redun- 
dancy-check) calculations. One meth- 
od uses shift registers, and the other uses 
precalculated CRC values. The first 
method shifts the data bit by bit, and, 
depending on the bit value, a polyno- 
mial divides the bits. References 1 and 
2 explain this method in detail. You can 
find assembly -language procedure codes 
for 8- and 16-bit calculations in refer- 
ences 1,3, and 4. 

THIS IDEA INTRO- 
DUCES A METHOD OF 
CRC CALCULATION 
THAT ROTATES A POLY- 
NOMIAL INSTEAD 
OF SHIFTING DATA. 

References 1,3, and 4 describe 
procedures that use just a few bytes of 
program memory, but they work slowly. 
When you study procedure codes, you'll 
find that shifts and cycles use more than 
70% of execution time, whereas the 
CRC calculation uses less than 30%. 



Listings 1 and 4, which are available at 
www.edn.com/1 10908dia, show simpler 
and faster procedure codes for 8- and 
16-bit CRC calculations, respectively, 
for 8051 microcontrollers. 

The second method for CRC calcula- 
tions uses the table of precalculated CRC 
values. References 1,3, and 4 contain 
links to 8- and 16-bit assembly- language 
procedure codes, respectively. The pro- 
cedures work quickly, but they consume 
many bytes of program memory, which 
can cause a problem if you use a micro- 
controller with little program memory. 

This Design Idea introduces a meth- 
od of CRC calculation that rotates a 
polynomial instead of shifting data. You 
know the polynomial's value before you 
write the procedure's code. Therefore, 
you can prepare polynomial values and 
write them into the procedure code as 
constants. Online figures, also available 
at www.edn.com/110908dia, show the 
principle of the method. 

The method exclusive-ORs the data 
with the old CRC value and places the 
result to bits 7 to of a 16-bit register. 
Each calculation has eight steps. In each 
step, a polynomial value shifts one bit 
to the left, and the code tests one bit of 
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the register. The results of the tested bit 
determine whether the code performs 
or skips the polynomial division. The 
resulting CRC value is subsequently 
written to bits 15 to 8 of the register. 
When all steps are complete, bits 15 to 
8 of the register comprise a new CRC 
value. The lowest significant bits of the 
register remain unused after testing. You 
can use these dormant bits in the reg- 
ister to store result bits by modifying 
the method using polynomial rotation 
instead of a polynomial shift. Listings 
2 and 5 show this procedure for 8- and 



COMPARISON OF 8-BIT CRC-CALCULATION PROCEDURES 
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Code length (bytes) 


Minimum/maximum 
execution times (usee) 




Reference 3, calculation method 


26 


119/127 


Shift-register simulation 


Reference 1 , Example 1 




120/128 




Listing 1 


15 


45/53 


Polynomial rotate 


Listing 2 


45 


20/28 


Look-up table 


Listing 3 


265 


8/8 
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COMPARISON OF 16-BIT CRC-CALCULATION PROCEDURES 


Method 


Procedure code 


Code length (bytes) 


M i n i m u m/maxi m u m 
execution times (usee) 




Reference 4, calculation method 


26 


92/124 


Shift-register simulation 


Reference 1 , Example 4 


37 


156/180 




Listing 4 


23 


77/101 


Polynomial rotate 


Listing 5 


57 


22/36 




Reference 4, table method 


550 


40/40 


Look-up table 


Reference 1 , Example 5 


533 






Listing 6 


530 


14/14 


16-bit CRC calculations, respectively. 
These routines perform only bit-testing 
and polynomial-dividing instructions. 

Tables 1 and 2 highlight calculation 
procedures for 8- and 16-bit calcula- 
tions, respectively, using this method. 
The tables describe execution times for 
a standard 12-clock 8051 core with a 
12-MHz crystal. The code lengths and 
execution times of procedure codes come 
from Reference 1 ; references 3 and 4 
calculate without saving or restoring 
the procedure's working registers. 


You should properly set the initial 
CRC value before starting CRC calcu- 
lation. Some communication protocols, 
such as the one in Reference 2, use an 
initial CRC value other than 00 Hex. 
Listings 7 through 10 show the pro- 
cedure codes for 8- and 16-bit CRC 
calculation with PIC (www. microchip, 
com) microcontrollers. EDN 
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Simple circuit measures optocoupler's response time 

Peter Demchenko, Vilnius, Lithuania 



You can use the circuit in this 
Design Idea to measure the attack 
and release times of photoresistor-type 
optocouplers (Figure 1)- Such devices 
often find use in audio compressors or 
volume-control circuits. The design uses 
an oscillating Schmitt trigger with the 
optocoupler DUT (device under test) in 
the feedback loop. The photoresistor and 
resistor R 1 form a voltage divider that 
controls the input of the Schmitt trigger. 
The optocoupler's LED connects to the 
trigger output. You can measure the dura- 
tion of the output pulses with an oscil- 
loscope or a digital meter. The duration 
of the negative output pulses is equal to 
the switching on- time, or attack time. 
The duration of the positive pulses is 
equal to the switching off-time, or release 
time. The attack and release times 
depend on the value of R x ; you can 
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Figure 1 You can determine an optocoupler's rise and fall times by incorporating a 
photoresistor in the feedback loop of an oscillator circuit. 
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observe both by varying the value of R r 
With the component values in Figure 1 , 
the durations of the output pulses are a 
0.15'msec attack time and a 2. 7 -msec 
release time. 

During oscillation, the resistance of 
the photoresistor sweeps in from R pi to 
R pr The circuit sweeps these photo- 
resistor values according to R p the 
power-supply voltage, and the Schmitt- 
trigger thresholds, as the following equa- 
tions show: R pi =R 1 xV T2 /(V cc -V T2 ), and 
R p2 =R 1 xV T1 /(V cc -V T1 ), where V T1 is the 
positive-going threshold voltage and V T2 
is the negative-going threshold voltage 
of the Schmitt trigger. 



In the case of the 74HC14 logic fam- 
ily, you can determine the thresholds from 
the data sheet and your power-supply volt- 
age, according to the following equations, 
which yield typical values: V T1 =0.53xV cc , 
and V T2 =0.3 lxV cc . Using 5 V as a power- 
supply voltage and solving the follow- 
ing equations, you can determine the 
photoresistor range: R pi =0.45xV R1 , and 
R P2 =1.13xV R1 . 

This approach lets you pick a value 
for R t so that the photoresistor range 
is suitable for your device. You can also 
vary the value of resistor R 2 to observe 
the LED-current-to-attack-time char- 
acteristic of the DUT but not affect the 



release time. Note that R 2 limits the cur- 
rent through the LED; if its value is too 
large, oscillation will not occur. 

Using this circuit allows you to match 
custom optocouplers comprising green, 
superbright LEDs and an MPY7P photo- 
resistor. A recent Design Idea, although 
thorough, lacked data on response time 
(Reference 1).EDN 
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Circuit provides visual verification of IR pulses 

Michael J Gambuzza, General Electric Measurement and Control Solutions, Billerica, MA 



You can test an IR (infrared) link 
with a circuit that converts an 
Degenerated photocurrent to an ampli- 
fied current that drives a standard LED. 
This approach provides a visual feedback 
to indicate that the transmitter is working. 
The circuit can be enclosed in a small 
plastic or metal box and requires just a 9V 
transistor battery for operation. Diode D x 
is a basic Everlight (www.everlight.com) 
PD333-3C/H0/L2 or equivalent IR pho- 
todiode in a Tl 3 4 package. 

You can configure amplifier IC 1A 
as a photovoltaic amplifier. When the 
IRTight energy impinges on photodiode 
D p it generates a small photocurrent 
that tries to pull the inverting input 
negative. Meanwhile, the output of IC 1A 
goes positive, maintaining the virtual- 
ground node on Pin 2 of the amplifier at 
OV. The transfer function for the circuit 
is V OUT =IxR r If you set the gain high, 
IC 1A goes to the power-supply rail when 
the circuit detects light. Analog Devices' 
(www.analog.com) AD823AR JFET- 
input amplifier directly drives the LED 
through a 750Q current-limiting 
resistor. C l compensates the amplifier, 
preventing it from oscillating due to 
capacitive load from Dj and the input 
parasitic capacitance. 

If the output of IC 1 oscillates, you 
may need to increase the value of C r 



You can determine the value of Cj by 
using the following equation for a 45° 
phase margin: C=V(C d /2tiR 1 F c ), where 
F c is the unity-gain-crossover frequen- 
cy of IC 1A — typically, 16 MHz for the 
AD823— and C D is D/s OV junction 



capacitance, including any parasitic 
capacitance on that node. Adjust R 1 for 
optimum gain. For testing, the remote- 
control transmitter window should be 
as close as possible to photodiode D { for 
maximum signal transfer. EDN 
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Figure 1 This circuit detects the transmitter in an IR communication link and pro- 
vides a visual output from the LED. 
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An LED's intrinsic capacitance works 
in a 650-mV LRC circuit 

Sajjad Haidar, University of British Columbia, Vancouver, BC, Canada 

You can use the inherent capaci- 
tance of an LED to make a series 
resonant boost circuit that can create a 
voltage large enough to light the LED. 
Depending on the color of the LED, you 
need a voltage higher than 1 .6V to turn 
it on. The threshold, or knee, voltage rises 
higher as the LED wavelength becomes 
shorter. All PN-j unction diodes, includ- 
ing LEDs, have capacitance due to deple- 
tion and diffusion profiles. 

You can light an LED using its capaci- 
tance in a series LRC (inductance/resis- 
tance/capacitance) resonant circuit. In 
such a circuit, the Q factor determines 
the multiple of the generator voltage that 
appears across LC. If you fashion a circuit 
with a high enough Q factor, you boost 
the generator voltage enough to light the 
LED. The Q factor of the resonant circuit 
is a function of the resistance, inductance, 
and capacitance, as t he foll owing equa^ 
tion shows: Q=( 1/R)V(L/C). 

You can verify this calculation with a 
simple circuit using a blue LED in series 



Figure 1 In this LRC circuit, the resis- 
tance is the source resistance of the 
sine-wave generator. The LED provides 
the capacitance. 



with an inductor (Figure 1). The knee 
voltage of the LED is 2.45 V, and the signal 
generator has an internal resistance of 
50Q. An inductance of 100 pH and the 
50-pF capacitance of a typical LED yield 
a Q of 28. The amplitude of the sinusoi- 
dal signal generator is set at 650 mV p-p. 
You can then vary the generator's output 
frequency until you see the circuit's reso- 
nant point. As the circuit approaches the 
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Figure 2 The junction capacitance of an LED increases as you go from a reverse 
bias of -5V to a forward bias of 2V. 
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resonant frequency, the voltage across the 
LED starts to increase. The resonant point 
manifests itself as a small jump in voltage, 
rather than a smooth progression, due 
to a positive feedback at resonance. The 
positive feedback happens because the 
capacitance of any PN- junction device 
is not linear (Figure 2). As the circuit 
approaches the resonant frequency, the 
LED voltage increases, which also increas- 
es the LED capacitance, resulting in lower 
resonant frequency. 

For a blue LED, the voltage waveform 
as the circuit approaches resonance is 
1 .55 MHz. The circuit settles at 1 .69 MHz 
(Figure 3). The forward-biased LED is 
thus emitting light, clipping the positive 
parts of the boosted waveform. Using the 
same 650-mV-p-p generator amplitude 
on other colors of LEDs produces differ- 
ent resonant frequencies. You can see a 
similar effect with a square-wave gen- 
erator because it also contains the fun- 
damental components of the resonant 
frequency. EDN 
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Figure 3 The effect of the LED capacitance increasing with applied voltage r 
the circuit will jump to a frequency as you approach the resonant point. 
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supplychain 

* LINKING DESIGN AND RESOURCES 



Tool is in the works to standardize 
conflict-minerals tracking 



One of the most difficult 
challenges with any 
new regulatory initia- 
tive is establishing a standard 
for the measurement of com- 
pliance. For example, when the 
European Union was deploying 
its ROHS (restriction-of-haz- 
ardous-substances) directive— 
banning lead and other sub- 
stances from electronics prod- 
ucts for sale in the Euro- 
pean Union — establish- 
ing a baseline for exempt 
products was a sticking 
point. Which products 
could use lead for safety 
reasons, and how much 
lead was acceptable? 

The movement to ban 
so-called conflict minerals 
from the electronics supply 
chain is facing the same 
hurdles. Regions that 
ignore human rights are 
the sources of many mate- 
rials key to the electron- 
ics supply chain. Industry 
participants also suspect 
that factions within these 
regions are using profits 
from these minerals to 
finance civil wars. 

Industry associations IPC 
(www.ipc.org), the EICC (Elec- 
tronic Industry Citizenship 
Coalition, www.eicc.info), and 
the GeSI (Global e-Sustainabil- 
ity Initiative, www.gesi.org) are 
developing a standard that will 
allow businesses to demon- 
strate compliance with a law 
that discourages the use of 
conflict minerals. Under the 
Dodd-FrankWall Street Reform 



SOnce they 
gather data, 
companies 
can use the 
standard as a 
baseline to 
measure their 
compliance. 




and Consumer Protection Act, 
publicly traded companies 
must report the use of tin, tan- 
talum, gold, and tungsten from 
conflicted regions. The stan- 
dard will allow companies to 
share data on conflict minerals 
and assist in the preparation of 
compliance reports. 

According to IPC, the data- 
exchange standard will build 
on a due-diligence commu- 
nication tool that the EICC 



I and GeSI recently released. 
The standard will use an XML 
schema in the IPC-1 75x family 
of standards. The EICC/GeSI 
template enables companies 
to track conflict-mineral-related 
information within their supply 
chains and share that data with 
their business partners. IPC will 
use the template to develop a 
data-exchange standard for the 
global electronics industry. 
According to an EICC press 
release, the EICC/GeSI tool 
includes questions regard- 
ing a company's conflict- 
free policy, engagement 
with its direct suppliers, and 
the smelters the company 
and its suppliers use. 

The rapid development 
and adoption of this tool 
will significantly benefit the 
electronics industry. A stan- 
dard helps avoid duplica- 
tion of effort. Companies 
won't focus on their supply 
chain to the exclusion of 
others. Once they gather 
data, companies can use 
the standard as a baseline 
to measure their own com- 
pliance efforts, and the informa- 
tion will be available in a consis- 
tent format. 

IPC will begin development 
of a data-exchange standard 
at a kickoff meeting on Sept 
22, 2011, in Schaumburg, IL, 
during its Midwest Conference 
and Exhibition. 

— by Barbara Jorgensen, 
EBN Community Editor 
This story was originally posted 
by EBN: http://bit.ly/p78Xb9. 



INDIAN SEMI- 
CONDUCTOR 
CONSUMPTION 
TO GROW 15.5% 

Gartner Inc (www.gartner. 
com) projects that India's 
semiconductor consumption 
will grow 1 5.5% year over 
year in 201 1 to total $8.2 bil- 
lion. "Changing demograph- 
ics, increasing consumer 
affluence, economic growth, 
and favorable government 
policy continue to drive the 
electronic-equipment-man- 
ufacturing industry in India," 
says Ganesh Ramamoorthy, 
research director at Gartner. 
"Numerous global electronic- 
equipment-manufacturing 
companies have set up 
production facilities in India to 
take advantage of the grow- 
ing domestic market and to 
cater to neighboring markets 
in the region." 

The communications-elec- 
tronics and data-processing 
segments will account for 
nearly 52% and about 26%, 
respectively, of India's semi- 
conductor consumption in 
201 1 . "Given the low penetra- 
tion and the growing demand 
for key electronic equipment, 
... the Indian market will be 
able to sustain high growth 
rates in the coming years," 
Ramamoorthy says. 

Gartner expects India's 
semiconductor consumption 
to grow the fastest across 
the globe through 2015 at 
a compound annual growth 
rate of 1 5.9% to reach nearly 
$15 billion. 

— by Suzanne Deffree 
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SWITCHES AND RELAYS 




IR's AUIR331x intelligent power switch features 
current sensing for automotive applications 

□ The AUIR33 lx family of high-side intelligent-power-switch devices features 
accurate current sensing and built-in protection circuits for automotive 
applications. The current sensing, particularly at low currents, enables precise 
monitoring of load current to provide additional data to the microcontroller for 
diagnostic applications, including open-load detection and early warning of over- 
load and stalled-motor conditions. The family also includes a slow-switching ver- 
sion, which helps minimize noise in EMI-sensitive automotive applications. The 
AUIR33 lx ensures safe and reliable automotive application at continuous currents 
of 30A and peak currents of 90 A. In the event of a reverse-battery condition, an 
integrated protection circuit turns on the main MOSFET switch, helping to relieve 
the intrinsic body diode and reducing or eliminating thermal problems. Prices range 
from 89 cents for the AUIR3315S to $1.20 for the AUIR3313S (100,000). 
International Rectifier, www.irf.com 



E-T-A's 1620 Type II mini circuit breaker targets 
automotive applications 



□ The Type II version of the automo- 
tive-market-targeted 1620 mini 
circuit breaker meets all of the require- 
ments of SAE J553 and is available in 
curcent ratings of 5 to 3 OA, with a voltage 
of 12V dc. The product's housings are 
color-coded consistently with industry- 



standard current ratings and comply with 
the form, fit, and function of other mini 
blade products, making it interchangeable 
with blade-type fuses. Integration of the 
1620 into designs allows for trouble-free 
retrofit capability, eliminates the need for 
spare fuses, saves space, and reduces vehi- 



cle downtime. The device 
finds use in applications for the 
protection of onboard, 12V 
electrical systems in passenger 
cars, trucks, buses, watercraft, 
specialty vehicles, and extra- 
low-voltage wiring systems that 
require modified reset ability. 
The price is less than $2 (high volumes). 
E-T-A Circuit Breakers, 
www.e-t-a.com 

C&K's KMT series 
includes ultra-low- 
profile, double-action 
switch 




□ The KMT series of ultraminiature 
tactile switches now includes a 
double-action, double-tactile version. 
The KMT 6 series provides a lifetime of 
I50 y 000 electrical/mechanical cycles and 
is sealed to IP68 certifications, making it 
suitable for use in handheld and portable 
electronic devices. The ROHS- 
compliant, halogen-free KMT 6 features 
a footprint of 3.8x3.1 mm and a height, 
including the actuator, of 0.76 mm. The 
normally open switches are constructed 
of lead-free silver plating. The first and 
second actuation forces are 1 and 2N, 
respectively, with a minimum difference 
of 0.6N between the two forces to ensure 
proper discrimination. The devices fea- 
ture maximum power of 0.5 VA, a volt- 
age of 20 mV to 32V dc, and current of 
1 to 50 mA. Operating temperature 
ranges from -40 to +85 °C, and prices are 
0.135 cents, depending on quantity. 
C&K Components, 
www.ck-components.com 
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AnalogicTech's 
AAT2138 dc/dc 
converter targets 
USB 3.0 peripherals 

The AAT2138, a 5A-output> 
current, synchronous dc/dc con- 
verter, integrates a ±10% precision 
current-limit load switch for safe and 
efficient regulation of power in USB 
peripherals. The device supports power 
levels beyond the USB 3.0 standard and 
combines the load switch and a 
95%-efficient dc/dc converter in one 
package. Input- voltage range is 2.7 to 
5.5V, and output- voltage range is as low 
as 3 V. The device features 85 -mQ high- 
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side FETs and 50-mQ low-side FETs and 
has a 2.8-MHz typical switching fre- 
quency. It sells for $1.19 (1000). 
Advanced Analogic Technologies 
Inc, www.analogictech.com 

ENCLOSURES 

OKW's Minitec 
enclosures target 
personal electronics 

The Minitec line of pocket-sized 
enclosures targets medical-device, 
personal-safety, detection, monitoring, 
emergency-call, audio, alarm, and remote- 
control electronics. The family comprises 
eight case sizes with dimensions of 



2x1.25x0.51 to 3.3x2.08x0.75 in. Each 
case comprises a top part, a base part, and 
a soft intermediate ring. The top and base 
parts are molded in off-white or lava-gray 
ABS or black, infrared, transparent 
PMMA. The intermediate rings are mold- 
ed in soft- touch TPE in volcano gray, 
orange, lime green, and bright blue. The 
intermediate rings are available plain or 
with molded eyelets or strap loops for fit- 
ting the accessory key ring, wrist strap, or 
lanyards. The recessed top of the enclosure 
is designed for attaching a membrane key- 
pad or a product label. The Edge-style 
product also comes with a smooth top for 
fitting rubber keypads or similar accesso- 
ries. Location bosses are molded in the 
base parts for mounting PCBs and compo- 
nents, and the cases are assembled using a 
self-tapping fixing screw. Prices start at $8. 
OKW Enclosures Inc, 
www.okwenclosures.com 
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Giga-snaP BGA SMT Adapters 
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NIGEL ADAMS • AEROFLEX LTD 



Coffee-break mistake 




A number of years ago, I worked as a senior support engi- 
neer for a large ATE (automated- test-equipment) 
system manufacturer We supplied a large number of 
test systems to many customers worldwide, all with 
successful results. One company had five similar 
machines in its production process, and all initially 
seemed to be operating well, with good reliability and performance. 
After a few months, though, problems started to emerge. Our ser- 
vice engineers began to get calls to investigate system crashes. The 
factory was not local, and getting there required a lengthy journey. 
By the time the engineer reached the site, the problems had van- 
ished, however, and the systems were working normally. 



We swapped out various cards, 
changed power supplies, and reloaded 
software — all to no avail- This problem 
continued intermittently for weeks- 
One minute the customer was testing 
boards; the system would then suddenly 
and inexplicably freeze. Nothing except 
a reboot would fix the problem. There 
appeared to be no pattern to the failures. 
They were not operator-dependent, and 
they occurred when different tests and 
even different programs were running. 

The customer was concerned over sys- 
tem downtime, blaming our hardware, 



and we were running out of ideas. Taking 
drastic measures, we decided to replace 
the ATE. We selected a demonstration 
system, fully reworked it so that it was 
in tiptop condition, and calibrated it to 
within an ounce of perfection. We loaded 
the customer's programs, and they per- 
formed perfectly under test. Upon deliv- 
ery of the system, all appeared well. 

The next morning, though, we got 
the dreaded phone call: The new system 
was behaving exactly the same as the old 
one. Meanwhile, we had returned one 
of the customer "rogue" systems to the 



workshop and could find nothing wrong 
with it. Reviewing the service sheets and 
job records revealed little in the way of 
fixes that I wouldn't have tried under 
similar circumstances. It was time for a 
clean sheet of paper. 

So, I loaded up the car with all man- 
ner of test equipment and headed for 
the customer site, not knowing what to 
expect or with an idea of what to try to 
fix the problem. I decided the best first 
attack would be to simply sit and watch 
what happens. The first day revealed 
nothing out of the ordinary. On the 
second day, I volunteered to act as the 
operator to alleviate the tedium and to 
gain firsthand experience of the fault 
when and if it ever showed up. 

On the third day, around midmorning, 
the system just froze. Nothing obvious was 
different, but I now had a clue because the 
fault recurred about 20 minutes later. The 
factory had a large work force who took 
tea and coffee breaks in groups, and large 
numbers descended on the tea and coffee 
machines at about the same time in an 
area adjoining the production floor. 

I hooked up the mains analyzer to 
the incoming supply and discovered the 
problem. A couple of captured-event 
waveforms showed that, when all the 
drinks machines were operating at once, 
they produced cumulative patterns of 
noise, rising to well over the ratings for 
our standard industrial filtering. Our 
computers simply could not cope with 
the excessive interference. 

It turned out that the drinks vendor 
had installed its machines soon after we 
had installed our systems, thus explaining 
the initial trouble-free period. The drinks 
machines also had little more than the 
most basic suppression circuitry, and all 
of them were wired to the same phase of 
mains supply as our systems. Changing the 
wiring on our systems to another phase 
immediately fixed the problems.EDN 

Nigel Adams is a senior product spe- 
cialist at Aeroflex Ltd (Stevenage, UK). 
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EDN'sleW us your Tale contest, sponsored 
by Tektronix, and you could win a scope! 
For details, go to http://bit.ly/Tales_EDN. 



62 EDN | SEPTEMBER 8, 2011 



[www.edn.com] 



rom extreme value to extreme performance. 




Agilent Technologies 




IDF 2011 

INTEL DEVELOPER FORUM 

San Francisco 
September 13-15 

Register Now. Change the Future. 
intel.com/idf 



EMBEDDED WITH INNOVATION: Visualization 



ability 
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Faster response 



Virtualization. 

Exclusive Webinar. 

Learn how to optimize 
your embedded apps. 
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